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Re: — Ecolab et al v. Ridley and ChemTreat 
Docket No: 1-22-CV-00050 


Counsel: 


We are in receipt of your March 14, 2023 Objections to Plaintiffs’ Request to Inspect 
Ridley’s Devices including Plaintiffs’ request to inspect and forensically copy certain 
electronically stored information in Ridley’s possession. 


A. Ridley’s Objections Are Misplaced 


Plaintiffs’ objections to Plaintiffs’ Request for Inspection lack merit. As a general matter, 
forensic imaging “is not uncommon in the course of civil discovery.” John B. v. Goetz, 531 F.3d 
448, 459 (6th Cir. 2008) (citing Balboa Threadworks v. Stucky, No. 05-1157-JTM-DWB, 2006 
WL 763668, at *3 (D. Kan. Mar. 24, 2006)). In fact, federal courts “have assumed that the 
provisions of Rule 34(a) concerning inspection, copying, and testing of tangible objects are 
sufficient to authorize a court to order reproduction of an entire hard drive using the ‘mirror image’ 
method.” Diepenhorst v. City of BattleCreek, No. 1:05-cv-734, 2006 WL 1851243, at *2 (W.D. 
Mich. June 30, 2006) (citing Simon Property Group, LP v. MySimon, Inc., 194 F.R.D. 639, 640- 
41 (S.D. Ind. 2000)). 


For each of Plaintiffs’ requests, Ridley largely provides the same objections. Ridley claims 
that any information sought after March 18, 2022 is irrelevant because Ridley’s last day of 
employment with ChemTreat was March 18, 2022. Plaintiffs disagree with this assertion. The 
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relevant time period includes information through the present because Plaintiffs are entitled to 
access data that may have been modified or altered between Ridley’s last day of employment and 
today’s date. Such a limitation on the documents requested is unreasonable. The parties have also 
not agreed to such a limited time frame for any of the other discovery in this case. 


Ridley also objects to each request because “Ridley has complied with his discovery 
obligations and any alleged deficiencies have been resolved by motion to compel practice and a 
resultant order.” This is not a proper objection. The Rule 34 request was propounded on February 
13, 2023, and is discovery that is not the subject of any pending motion to compel. Ridley cannot 
claim he has now — after the court ordered him to fully respond to other discovery requests — 
complied with all discovery in perpetuity. 


Ridley also asserts that because Ecolab “spoliated the central evidence in this dispute when 
Ridley returned the Nalco/Ecolab issued laptop and LaCie drive to Nalco/Ecolab per its 
instructions, which deprived Ridley of exonerating evidence.” (Letter at 4.) This objection is 
meritless. First, Ridley’s initial counsel has an image of Ridley’s external hard drive that Ridley 
used to back up his Ecolab computer. Ridley himself is in possession of the evidence he claims 
was spoliated. In any event, even if there were any issues of spoliation, Ridley’s claim is no basis 
for an objection to Plaintiffs’ legitimate discovery request. The discovery rules “do not permit one 
party to condition his discovery obligations on the other party’s discovery responses.” Grant v. 
Target Corp.,281 F.R.D. 299, 313 (S.D. Ohio 2012) (quoting Moses v. Sterling Commerce 
(America), Inc., No. Civ.A. 2:99-CV-1357, 2003 WL 23412984, *3 (S.D. Ohio July 1, 2003)). 
Ridley’s assertion that Plaintiffs are allegedly deficient in their discovery obligations is irrelevant 
to Ridley’s obligation. 


Ridley also claims that because there are no specific allegations about his personal 
cellphone, iCloud backup, or related requests, he is not required to produce any information on his 
personal cellphone. This also lacks any foundation in law or logic. Plaintiffs may request 
discovery from numerous sources even if those specific sources are not outlined specifically in a 
Complaint or Answer. See Fed. R. Civ. P. 34. 


Ridley further argues that because Plaintiffs’ expert has confirmed that the Digital 
Guardian Report contains more than sufficient amount of information for him to conclude that 
Ridley misappropriated thousands of Ecolab files, he is under no further discovery obligations. 
The ample evidence of certain misconduct does not preclude Plaintiffs from discovery as to the 
extent of Ridley’s transgressions and to locate the thousands of files that Ridley downloaded and 
then deleted from his Ecolab OneDrive. 


Plaintiffs submit that the inspection and forensic copying requested is necessary to identify 
the full extent of Ridley’s theft and misappropriation. The Digital Guardian report contains 
indisputable evidence that Ridley possessed Ecolab data within Ridley’s personal Microsoft email 
and OneDrive account. ChemTreat identified the fact that Ridley sent Ecolab data from Ridley's 
personal Microsoft account to Ridley's former ChemTreat email account, which ChemTreat 
claimed as the basis for terminating Ridley. Plaintiffs cannot have full knowledge of Ridley’s 
actions, including whether he deleted or otherwise manipulated certain data on his personal devices 
without proceeding with the forensic imaging of the devices. The value of the exfiltrated thousands 
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of files must exceed the cost to image and analyze Ridley's personal devices and accounts, and it 
is entirely Ridley’s fault that he exfiltrated and then later used the exfiltrated Ecolab information 
while employed at ChemTreat. 


Please withdraw your baseless objections. 
B. Proposed Inspection and Analysis 


Plaintiffs appreciate Ridley’s assertions that some of the devices and information requested 
may contain either privileged or personal information that is irrelevant to the lawsuit. In an effort 
to compromise, Plaintiffs propose the following parameters for the inspection and forensic 
analysis: 


e Sources of Information: Plaintiffs’ request to forensically image and search the following: 


o Ridley’s personal iPhone 13, serial number : 

o All iCloud mobile backups of Ridley’s personal iPhone 13, serial 
number 

o Ridley’s laptop computer, serial number 

o Ridley’s Western Digital model My Book, serial mimnber , external USB 
drive. 

o Ridley’s AmazonBasics serial number 180129000600, external USB drive. 

o Ridley’s Microsoft email account data associated with the email address 
aridley75@hotmail.com 

o Ridley’s Microsoft OneDrive account data associated with the email address 
aridley75@hotmail.com. 

o Ridley’s Google anthony.ridley22@gmail.com email account data. 

o Ridley’s Google Drive data associated with the email address 


anthony.ridley22@gmail.com. 


o Ridley’s DropBox account data associated with the email addresses 


aridley75@hotmail.com or anthony.ridley22@gmail.com. 


(Collectively referred to as “Sources’”’). 


e With respect to the search, Plaintiffs propose the date range and keywords identified on 
Exhibit A which is attached to this Letter. Plaintiffs propose that the date range and 
keywords shall be utilized as the scope of the permitted search of any electronic data. 


e Defendant's counsel, or a representative, shall deliver the Sources to the agent for 
computer forensic company Tyger Forensics, Inc. (“Tyger”) at 53 West Jackson Blvd, 
Suite 609, Chicago Illinois 60604. 


e Tyger will then create a forensic image of the Sources to a newly purchased hard drive. 
A second forensic image of the Sources will be created as a backup immediately 
following the creation of the first forensic image. The Sources will then be returned 
Defendant's counsel, or a representative. Tyger shall not alter the contents of the Sources 
in any way. A third working copy of the Sources will then be created and examined by 
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the technicians at Tyger with its contents identified and categorized. 


e Plaintiff's counsel, or a representative, shall deliver the screen lock password for Ridley’s 
Apple iPhone 13 to Tyger. Ridley may change his Apple iPhone 13 screen lock password 
to a temporary password before providing that temporary password to Tyger. A 
representative of Tyger will call Ridley after the collection of the iPhone is complete so 
that Ridley may change his screen lock code to a screen lock code only known by Ridley. 


e Plaintiff's counsel, or a representative, shall deliver the password for Ridley’s Apple iCloud 
account to Tyger. Ridley may change his Apple iCloud account password to a temporary 
password before providing that temporary password to Tyger. At the time of collection, 
Ridley will immediately email Tyger any two factor codes required to access the iCloud 
account. A representative of Tyger will call Ridley after the collection of the iCloud 
account data is complete so that Ridley may change his temporary password to a password 
only known by Ridley. 


e Plaintiffs propose that the parties develop and agree upon search terms reasonably 
calculated to lead to admissible evidence, such as the names of specific files Ridley 
exfiltrated. 


e Plaintiff's counsel, or a representative, shall deliver the password for Ridley’s 
aridley75@hotmail.com email account to Tyger. Ridley may change his 
aridley75@hotmail.com email account password to a temporary password before 
providing that temporary password to Tyger. At the time of collection, Ridley will 
immediately email Tyger any two factor codes required to access the email account. A 
representative of Tyger will call Ridley after the collection of the aridley75@hotmail.com 
Forest Ridge email account and OneDrive data is complete so that Ridley may change his 
temporary password to a password only known by Ridley. 


e Plaintiffs counsel, or a representative, shall deliver the password for Ridley’s 
anthony.ridley22@gmail.com email account to Tyger. Ridley may change his 
anthony.ridley22@gmail.com email account password to a temporary password before 
providing that temporary password to Tyger. At the time of collection, Ridley will 
immediately email Tyger any two factor codes required to access the email account. A 
representative of Tyger will call Ridley after the collection of the 
anthony.ridley22@gmail.com Forest Ridge email and Google Drive account data is 
complete so that Ridley may change his temporary password to a password only known by 
Ridley 


e Plaintiff's counsel, or a representative, shall deliver the password for Ridley’s DropBox 
account to Tyger. Ridley may change his DropBox account password to a temporary 
password before providing that temporary password to Tyger. At the time of collection, 
Ridley will immediately email Tyger any two factor codes required to access the DropBox 
account. A representative of Tyger will call Ridley after the collection of the DropBox 
data is complete so that Ridley may change his temporary password to a password only 
known by Ridley. 
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e Tyger, at the direction of Plaintiff's counsel, will perform an analysis of the Sources using 
the forensic images to report on such activities as file creation, file printing, email creation, 
receipt and sending, file copying and deletion. Reports generated by Tyger will be 
provided to both Plaintiff's counsel and Defendant’s counsel by email. The costs of the 
imaging, analysis, examination, reporting, testimony and all billable activities perform by 
Tyger, shall be split 50-50 by Plaintiffs and Ridley. 


e To the extent any privileged documents are inadvertently produced, Ridley’s counsel may 
rely on the appropriate clawback procedures in the Court’s Protective Order to retrieve 
any produced documents. 

e If any data exists but does not fall within the scope of for production as identified above 
by the keywords need not be produced. However, that electronic data must be maintained 
so that if a dispute arises at a later point in time about whether that data should or should 
not be produced in accordance with the Court’s local rules, the Federal Rules of Civil 
Procedure, and any applicable federal or state law, the preserved data can be identified. 


e Plaintiffs propose the date of inspection to be on or before Friday, March 24, 2023. 


Should you wish to discuss this proposal, please contact me at your earliest convenience. 


Sincerely, 
FISHER & PHILLIPS LLP 


/s/ J. Gregory Grisham 
J. Gregory Grisham 


cc} Vidya Are Mirmira (VMirmira@we.com) 
Juli Ann Lund (jlund@we.com) 
Troy C. Homesley thomesley@wc.com) 
Michael R. O’ Neill (moneil@simsfunk.com) 
W. Scott Sims (ssims@simsfunk.com) 
David J. Walton (dwalton@fisherphillips.com) 


Pavneet Uppal (puppal@fisherphillips.com) 
Edward G. Winsman (ewinsman@fisherphillips.com) 
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EXHIBIT A 
I. Date Range: 08/01/2020 12:00AM EDT — 03/18/2023 11:59PM EDT 
Il. Key Terms: 


“ADM - Southern Cellulose” 
“Alstom Sodexo” 
“Amold’s Airforce Base” 
“Amold Airforce Base” 
“Arch Plastic” 

Bunge 

Cargill 

Caertainteed 

Coca-Cola 

Conagra 

“Country Delite” 

Duracell 

“Erlanger Health Systems” 
“General Mills” 

“Georgia Pacific” 

Hexcel 

“TAC Dayton” 
“International Paper” 
Knauf 

La-Z-Boy 

M&M 

“Masterfoods USA” 
“Mayfield Dairy” 

“Nucor Tubular Products” 
“Pilgrims Pride” 
Smurfit-Stone 
“Southeastern Container” 
“SRI Surgical” 

“Supreme Resources” 
“The Chattanoogan” 
“TVA” 

“University of Tennessee” 
Volkswagen 

AGC 

“Auburn University” 
“Berry Plastics” 

“Brown Mechanical” 
“Buffalo Rock” 
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“Embassy Suites” 
“Frito Lay” 

“Heritage Plastics” 
Homeyer 

IAC 

JLL 

Kamtek 

“LP Hanceville” 
Magotteaux 

Marriott 

Mercedes 

MGA 

“Mitchell Plastics” 
“Nordic Cold Storage” 
NTS 

“OK Foods” 

“One Stop Environmental” 
“Pilgrim’s Pride” 
Rehau 

Remington 

“Ridge Park” 
“Riverchase Galleria” 
UAB 

“University of Alabama” 
“US Gypsum” 
“Voestalpine Automotive” 
WKW 

Yorozu 

“WL121 District” 
“George A Dickel” 
Pepsi 

“River Valley Ingredients” 
“shaw Ind” 

“Stevison Ham” 

“Tate Lyle” 

“Tennessee Tanning” 
Toray 

Tyson 

“U. Of Tennessee” 
VI-Jon 

Nalco 

Ecolab 

"bridge by components" 
"bridge plantemplate" 
"district bridge data" 
"region bridge" 


2 
FP 46615307.1 : 
Case 1:22-cv-00050-TRM-SKL Document 225-6 Filed 04/23/23 Page 8 of 334 PagelD #: 


4063 


"business plan" 

"district tax form" 

"price plan" 

"transition playbook" 

playbook 

"value creation" 

"role play" 

"csp review" 

scorecard 

"sales accelerator" 

"best practices" 

recirculating 

accucide 

"boiler operator" 

"operator training" 

"rep training" 

"training presentation" 

"pac | training" 

"fact pack" 

"sales incentives" 

"sales incentives details report" 

"copy of bridge by components - wl121 2017.xlsx" 
"2017 wl121 dm bridge plantemplate-final.pptx" 
"district bridge data - 2017.xlsx" 

"2020 nc region bridge v2.xlsx" 

"wl121 - 2020 dm business plan.pptx" 

"wll4x business plan.pptx" 

"district tax form v2.0.xlsx" 

"w1166 - 2020 dm business plan.pptx" 

"copy of wl166 2020 price plan.xlsx" 

"copy of wl121 2020 price plan.xlsx" 

"adm transition playbook.docx" 

"the sales leaders playbook-2019.pdf" 
"industrial-manager-playbook_2ndedition-interactive-pdf.pdf" 
"me-interactive-pdf-playbook-2019 pdf.pdf" 

"value creation - role play set up and csp review.pptx" 
"role play scorecard.pptx" 

"2018 nalco water fb_mn regional sales accelerator (conv role) plan.docx" 
"01-best practices general closed systems v2013.pptx" 
"recirculating layup best practices example letter.docx" 
"best practices for accucide mn applic in closed cooling 111511.docx" 
"copy of nalco pilgrims best practice implementation 4.24.18 for quint mccreary.xlsx" 
"smurfit-stone boiler operator training.ppt" 

"la-z-boy operator training book coversheet.ppt" 
"la-z-boy- cc&s boiler operator training.ppt" 

"la-z-boy boiler operator training.ppt" 
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"georgia pacific operator training.ppt" 

"duracell operator training.ppt" 

"nalco water rep training.docx" 

"spd mtr training.pptx" 

"tt training presentation.pptx" 

"wl121 pac | training - august 2016.pdf" 

"12 - combined district fact pack wl121 wl166 december 2019.xlIsb" 
"06 - district fact pack wl121 june 2020.xIsb" 

"03 - district fact pack wl166 march 2020.xlsb" 

"03 - march region fact pack wl east central march 2020.xlsb" 

"09 - region fact pack wl east central september 2020.xlsb" 

"03 - march region fact pack wl east central march 2020.xlsb" 

"03 - district fact pack wl166 march 2020.xlIsb" 

"06 - district fact pack wl121 june 2020.xlsb" 

"12 - combined district fact pack wl121 wl166 december 2019.xlsb" 
"jack stone 04 - 2017 nalco sales incentives details report.xlsx" 
"patrick sweeney 03 - 2017 nalco sales incentives details report.xlsx" 
"robert mcclure 05 - 2017 nalco sales incentives details report.xlsx" 
"patrick sweeney 03 - 2017 nalco sales incentives details report.xlsx" 
"jack stone 04 - 2017 nalco sales incentives details report.xlsx" 

city water microbio analysis july 07.pdf 

wna west plant - nalco 360 report - 02.17.2014.x1 

wna east plant - nalco 360 report - 01.28.2013.xls 

wna east plant - nalco 360 report - 05.06.2013.xls 

wna west plant - nalco 360 report - 11.11.2013.xls 

wna west plant - nalco 360 report - 03.25.2013.xls 

wna west plant - nalco 360 report - 12.30.2013.xls 

wna west plant - nalco 360 report - 08.26.2013.xls 

wna west plant - nalco 360 report - 12.09.2013.xls 

wna east plant - nalco 360 report - 06.10.2013.xls 

wna east plant - nalco 360 report - 11.12.2012.xl 

wna west plant - nalco 360 report - 10.20.2014.x1 

wna east plant - nalco 360 report - 07.08.2013.xls 

wna inc chattanooga facility - east plant - 01.15.13 

wna inc chattanooga facility - west plant 10-28-2015 

water analysis 11.05.pdf 

wna east plant - nalco 360 report - 10.21.2013.xls 

wna east plant - nalco 360 report - 01.14.2013.xls 

wna west plant - nalco 360 report - 01.28.2013.xls 

wna inc chattanooga facility - west plant - 06.26.20 

wna east plant - nalco 360 report - 04.22.2013.xls 

wna east plant - nalco 360 report - 08.12.2013.xls 

wna west plant - nalco 360 report - 01.07.2013.xls 

wna, inc., chattanooga facility 03.19.10.docx 

waddington north americachattanooga - west plant closed loop - parti 
wna, inc., chattanooga facility 06.10.11.docx 
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wna inc chattanooga facility - east plant 09-28-2015 
wna, inc., chattanooga facility 11.19.09.docx 

wna west plant - nalco 360 report - 11.19.2012.x1 
wna west plant - nalco 360 report - 07.22.2013.xls 
wna inc chattanooga facility - west plant - 04.30.20 
wna, inc., chattanooga facility 12.01.09.docx 

wna, inc., chattanooga facility 10.21.09.docx 

wna east plant - nalco 360 report - 09.16.2013.xls 
wna, inc., chattanooga facility 12.02.11.docx 

wna west inc chattanooga facility 07.20.12.docx 
wna west inc chattanooga facility 12.12.12.docx 
wna east plant - nalco 360 report - 12.02.2013.xls 
wna east plant - nalco 360 report - 11.11.2013.xls 
wna west plant - nalco 360 report - 02.11.2013.xls 
wna east plant - nalco 360 report - 07.22.2013.xls 
wna east plant - nalco 360 report - 07.29.2013.xls 
wna east plant - nalco 360 report - 10.14.2013.xls 
wna inc chattanooga facility - east plant 06-18-2015 
wna inc chattanooga facility - west plant - 08.05.13 
wna east plant - nalco 360 report - 12.04.2012.xl 
wna west plant - nalco 360 report - 03.11.2013.xls 
wna west plant - nalco 360 report - 01.20.2014.x1 
wna inc chattanooga facility - west plant - 01.15.13 
wna, inc., chattanooga facility 06.03.09.docx 

wna east plant - city water microbio analysis - second test - june 2 
city water microbio analysis march 2010.pdf 

wna, inc., chattanooga facility 09.23.09.docx 

wna inc chattanooga facility - west plant 09-28-2015 
wna west plant - nalco 360 report - 03.03.2014.x1 
wna west plant - nalco 360 report - 12.17.2012.x1 
wna3dttwrl 10410.xls 

wna, inc., chattanooga facility 03.05.09.doc 

wna east plant - nalco 360 report - 11.25.2013.xls 
wna west plant - nalco 360 report - 04.01.2013.xls 
wna west inc chattanooga facility 08.17.12.docx 
enu - waddington north america chattanooga - nb052972 - 01178431 .pdf 
enu - waddington north americachattanooga - west plant closed loop - 
wna inc chattanooga facility - east plant - 05.29.20 
wna east plant - nalco 360 report - 12.24.2012.xl 
wna west plant - nalco 360 report - 03.18.2013.xls 
wna east plant - nalco 360 report - 12.17.2012.xl 
wna east plant - nalco 360 report - 11.18.2013.xls 
wna, inc., chattanooga facility 01.18.10.docx 

wna east plant - nalco 360 report - 10.07.2013.xls 
wna3dttwrl20210.xls 

wna inc chattanooga facility - east plant - 07.18.20 
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wna east plant - nalco 360 report - 04.01.2013.xls 
wna east plant - nalco 360 report - 09.23.2013.xls 
wna east plant - nalco 360 report - 04.08.2013.xls 
wna west plant - nalco 360 report - 02.25.2013.xls 
wna west plant - nalco 360 report - 11.18.2013.xls 
wna west plant - nalco 360 report - 12.16.2013.xls 
wna east plant - nalco 360 report - 09.09.2013.xls 
wna east plant - nalco 360 report - 04.14.2014.xl 
wna, inc., chattanooga facility 04.23.10.docx 

wna east inc chattanooga facility 02.02.12.docx 

enu - waddington north america chattanooga - nb052524 - 01167104.pdf 
wna east plant - nalco 360 report - 05.27.2013.xls 
wna east plant - nalco 360 report - 03.31.2014.xl 
wna east plant - nalco 360 report - 04.15.2013.xls 
wna west plant - nalco 360 report - 12.04.2012.x1 
wna east plant - nalco 360 report - 04.07.2014.xl 
wna inc chattanooga facility - east plant 04-29-2015 
wna, inc., chattanooga facility 02.16.10.docx 

wna east inc chattanooga facility 12.12.12.docx 

wna west plant - nalco 360 report - 09.09.2013.xls 
wna east plant - nalco 360 report - 06.24.2013.xls 
wna inc chattanooga facility - west plant - 05.29.20 
wna west plant - nalco 360 report - 01.21.2013.xls 
waddington north america chattanooga - city water microbio analysis 
wna east plant - nalco 360 report - 05.20.2013.xls 
city water microbio analysis july 2009.pdf 

wna, inc., chattanooga facility 01.06.11.docx 

wna inc chattanooga facility - west plant - 07.02.20 
wna west plant - nalco 360 report - 10.14.2013.xls 
wna inc chattanooga facility - west plant 12-30-2014 
wna, inc., chattanooga facility 08.12.10.docx 

wna west plant - nalco 360 report - 05.27.2013.xls 
wna west plant - nalco 360 report - 04.22.2013.xls 
wna inc chattanooga facility - west plant 05-21-2015 
wna east plant - nalco 360 report - 01.27.2014.xl 
wna, inc., chattanooga facility 05.06.11.docx 

wna inc chattanooga facility - east plant 05-27-2015 
enu - waddington north america chattanooga - nb042667 - 00939786.pdf 
wna east plant - nalco 360 report - 06.17.2013.xls 
wna east plant - nalco 360 report - 02.10.2014.xl 
wna east plant - nalco 360 report - 03.17.2014.xl 
wna west plant - nalco 360 report - 09.03.2013.xls 
wna inc chattanooga facility - east plant 08-20-2015 
wna east plant - nalco 360 report - 01.20.2014.xl 
wna east plant - nalco 360 report - 03.03.2014.xl 
wna, inc., chattanooga facility 08.24.09.docx 
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wna inc chattanooga facility - west plant 04-15-2015 
wna west plant - nalco 360 report - 10.27.2014.x1 
wna west plant - nalco 360 report - 04.08.2013.xls 
wna west plant - nalco 360 report - 09.23.2013.xls 
wna east plant - nalco 360 report - 11.19.2012.xl 
wna inc chattanooga facility - east plant - 04.30.20 
wna west plant - nalco 360 report - 11.26.2012.x1 
wna east plant - nalco 360 report - 03.04.2013.xls 
wna west plant - nalco 360 report - 10.28.2013.xls 
wna, inc., chattanooga facility 09.16.10.docx 

wna east plant - nalco 360 report - 11.05.2012.xl 
wna inc chattanooga - west plant closed loop - march 2012.pdf 
wna west plant - nalco 360 report - 02.03.2014.x1 
wna west plant - nalco 360 report - 10.21.2013.xls 
wna inc chattanooga facility - east plant 02-18-2015 
wna east plant - nalco 360 report - 12.16.2013.xls 
wna east plant - nalco 360 report - 08.05.2013.xls 
wna, inc., chattanooga facility 11.04.10.docx 

wna east plant - nalco 360 report - 07.15.2013.xls 
wna west plant - nalco 360 report - 07.29.2013.xls 
wna west plant - nalco 360 report - 04.29.2013.xls 
wna east plant - nalco 360 report - 01.14.2014.xl 
wna east plant - nalco 360 report - 03.24.2014.xl 
wna west plant - nalco 360 report - 01.14.2013.xls 
wna, inc., chattanooga facility 02.02.11.docx 

wna east plant - nalco 360 report - 01.07.2013.xls 
wna west plant - nalco 360 report - 09.30.2013.xls 
wna west plant - nalco 360 report - 12.29.2014.x1 
mild steel coupon analysis 9.04 

wna west plant - nalco 360 report - 08.19.2013.xls 
wna west plant - nalco 360 report - 09.29.2014.x1 
wna east plant - nalco 360 report - 04.29.2013.xls 
wna east plant - nalco 360 report - 11.26.2012.xl 
wna east plant - nalco 360 report - 02.25.2013.xls 
wna east plant - nalco 360 report - 09.03.2013.xls 
wna inc chattanooga facility - east plant 12-30-2014 
wnacooltower011810.xls 

wna inc chattanooga facility - west plant - 09.05.13 
wna inc chattanooga facility - east plant - 06.26.20 
wna west plant - nalco 360 report - 05.13.2013.xls 
wna west plant - nalco 360 report - 12.31.2012.x1 
enu - waddington north america chattanooga - nb052525 - 01167105.pdf 
wna east plant - nalco 360 report - 01.21.2013.xls 
wna, inc., chattanooga facility 04.08.11.docx 

wna east plant - nalco 360 report - 12.23.2013.xls 
wna east plant - nalco 360 report - 12.10.2012.xl 
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enu - waddington north americachattanooga - west plant closed loop - 
wna east plant - nalco 360 report - 08.19.2013.xls 

wna inc chattanooga facility - west plant 02-04-2015 

wna inc chattanooga facility - east plant 01-30-2015 

wna, inc., chattanooga facility 05.29.09.docx 

waddington north americachattanooga - west plant closed loop - glyco 
wna west plant - nalco 360 report - 01.06.2014.x1 

wna, inc., chattanooga facility 03.03.11.docx 

wna east plant - nalco 360 report - 05.13.2013.xls 

enu - waddington north americachattanooga - front chilled water clos 
wna west plant - nalco 360 report - 03.10.2014.x1 

wna west plant - nalco 360 report - 06.17.2013.xls 

wna west plant - city water microbio analysis june 2014.pdf 

wna east plant - nalco 360 report - 02.18.2013.xls 

wna east plant - nalco 360 report - 02.17.2014.xl 

wna west plant - nalco 360 report - 11.12.2012.x1 

wna east plant - nalco 360 report - 09.15.2014.xl 
wnachattanooga.mdb 

wna west plant - nalco 360 report - 04.07.2014.x1 

wna west plant - nalco 360 report - 07.15.2013.xls 

wna west plant - nalco 360 report - 08.05.2013.xls 

water analysis 11.05 

wna east plant - nalco 360 report - 03.25.2013.xls 

wna west plant - nalco 360 report - 12.10.2012.x1 
wna3dttwr020211.xls 

wna, inc., chattanooga facility 12.02.10.docx 

wna west plant - nalco 360 report - 05.06.2013.xls 

wna west plant - nalco 360 report - 12.23.2013.xls 

wna east plant - nalco 360 report - 12.09.2013.xls 

wna west plant - nalco 360 report - 03.17.2014.x1 

wna east inc chattanooga facility 07.20.12.docx 

wna, inc., chattanooga facility 02.03.09.doc 

wna west plant - nalco 360 report - 01.14.2014.x1 

wna west plant - nalco 360 report - 06.10.2013.xls 

wna west plant - nalco 360 report - 09.16.2013.xls 

wna east plant - nalco 360 report - 09.22.2014.xl 

enu - waddington north america chattanooga - nb049903 - 01107581.pdf 
city water analysis july 07.pdf 

wna east plant - nalco 360 report - 10.27.2014.xl 

enu - waddington north americachattanooga - west plant closed loop - 
wna east plant - nalco 360 report - 03.10.2014.xl 

microbiological analysis 11.05.pdf 

wna east plant - nalco 360 report - 03.11.2013.xls 

wna, inc., chattanooga facility 07.07.11.docx 

wna east plant - nalco 360 report - 02.24.2014.xl 

wna west plant - nalco 360 report - 08.12.2013.xls 
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wna west plant - nalco 360 report - 02.24.2014.x1 
wna west plant - nalco 360 report - 09.15.2014.x1 
wna inc chattanooga facility - west plant 01-30-2015 
wna3dttwr 05.06.11.xls 

wna east inc chattanooga facility 08.17.12.docx 

wna east plant - nalco 360 report - 02.03.2014.xl 
wna inc chattanooga facility - west plant 06-30-2015 
wna west plant - nalco 360 report - 04.14.2014.x1 
wna inc chattanooga facility - east plant 10-12-2015 
wna west plant - nalco 360 report - 02.18.2013.xls 
city water microbio analysis august 2013.pdf 

wna west plant - nalco 360 report - 10.07.2013.xls 
wna west plant - nalco 360 report - 03.31.2014.x1 
wna east plant - nalco 360 report - 09.29.2014.xl 
wna east plant - nalco 360 report - 02.11.2013.xls 
wna west plant - nalco 360 report - 07.08.2013.xls 
wna east plant - nalco 360 report - 01.06.2014.xl 
wna east plant - nalco 360 report - 09.30.2013.xls 
enu - waddington north america chattanooga - nb036004 - 00777533.pdf 
wna west plant - nalco 360 report - 12.02.2013.xls 
wna west plant - nalco 360 report - 11.04.2013.xls 
wna inc chattanooga facility - west plant 08-20-2015 
wna east plant - nalco 360 report - 12.31.2012.xl 
waddington north america chattanooga - west plant closed loop - dma 
wna inc chattanooga facility - east plant - 08.30.13 
wna east plant - nalco 360 report - 10.28.2013.xls 
wna west plant - nalco 360 report - 12.24.2012.x1 
wna east plant - nalco 360 report - 12.30.2013.xls 
wna, inc., chattanooga facility 04.15.09.doc 

wna inc chattanooga facility - east plant 03-11-2015 
wna west plant - nalco 360 report - 02.10.2014.x1 
wna, inc., chattanooga facility 06.02.11.docx 

wna east plant - nalco 360 report - 08.26.2013.xls 
wna west plant - nalco 360 report - 09.22.2014.x1 
wna west plant - nalco 360 report - 11.25.2013.xls 
wna west plant - nalco 360 report - 03.24.2014.x1 
wna east plant - nalco 360 report - 11.04.2013.xls 
wna west plant - nalco 360 report - 05.20.2013.xls 
wna ine. - city water microbio analysis july 2011.pdf 
wna west plant - nalco 360 report - 01.27.2014.x1 
wna west plant 3dtrasar cooling tower data 09.25.13. 
wna east plant - city water microbio analysis june 2014.pdf 
wna3dttwr010611.xls 

wna west plant - nalco 360 report - 04.15.2013.xls 
wna west plant - nalco 360 report - 06.24.2013.xls 
wna, inc., chattanooga facility 08.04.11.docx 
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wna east plant - nalco 360 report - 03.18.2013.xls 
wna west plant 3dtrasar cooling tower data 05.29.201 
wna inc chattanooga facilitychattanooga.mdb 

wna east plant 3dtrasar cooling tower data 08.30.13. 
wna west plant 3dtrasar cooling tower data 04.30.201 
wna inc. chattanooga facilitychattanooga.mdb 

wna west plant 3dtrasar cooling tower data 08.05.13. 
wna east plant 3dtrasar cooling tower data 05.29.201 
wna 3dtrasar cooling tower data 07.07.11.xls 

wna 3dtrasar cooling tower data 11.24.08.xls 

wna 3dtrasar cooling tower data 11.04.10.xls 

wna 3dtrasar cooling tower data 09.08.08.xls 

wna 3dtrasar cooling tower data 12.01.09.xls 

wna 3dtrasar cooling tower data 06.02.11.xls 

wna 3dtrasar cooling tower data 10.21.08.xls 

wna 3dtrasar cooling tower data 08.04.11.xls 

wna east plant 3dtrasar cooling tower data 04.30.201 
wna 3dtrasar cooling tower data 09.23.09.xls 

wna 3dtrasar cooling tower data 12.02.10.xls 

wna 3dtrasar cooling tower data 09.16.10.xls 

wna 3dtrasar cooling tower data 08.24.09.xls 

wna 3dtrasar closed loop data 07.07.11.xls 

wna 3dtrasar cooling tower data 01.06.11.xls 

wna 3dtrasar cooling tower data 05.28.10.xls 

wna3d trasar closed loop data 02.02.11.xls 

wna 3dtrasar closed loop data 08.04.11.xls 

wna 3dtrasar cooling tower data 02.03.09.xls 

wna 3dtrasar closed loop data 06.02.11.xls 

wna 3d trasar cooling tower data 06.03.09.xls 

wna 3dtrasar closed loop data 04.07.11.xls 

wna inc. chattanooga facilityeast plant.mdb 

wna 3dtrasar cooling tower data 03.19.10.xls 

wna 3dtrasar cooling tower data 03.03.11.xls 

wna 3dtrasar closed loop data 05.05.11.xls 
wna3dtloop120210.xls 

wna 3dtrasar closed loop data 03.03.11.xls 

wna 3dtrasar closed loop data 05.28.10.xls 

wna 3dtrasar closed loop data 12.02.10.xls 

wna 3dtrasar closed loop data 06.25.10.xls 

wna 3dtrasar closed loop data 11.04.10.xls 

wna 3dtrasar closed loop data 01.06.11.xls 

wna 3dtrasar closed loop data 09.16.10.xls 
wna3dtloop110410.xls 

wna 3dtrasar closed loop data 03.19.10.xls 

wna 3dtrasar closed loop data 01.18.10.xls 

wna 3dtrasar closed loop data 06.03.09.xls 


10 
FP 46615307.1 ; 
Case 1:22-cv-00050-TRM-SKL Document 225-6 Filed 04/23/23 Page 16 of 334 PagelD #: 


4071 


wna 3dtrasar closed loop data 12.01.09.xls 

wna west 3dtrasar closed loop data 05.29.2014.xls 
wna west 3dtrasar closed loop data 04.30.2014.xls 
wna 3dtrasar closed loop data 02.03.09.xls 

wna east 3dtrasar closed loop data 05.29.2014.xls 
american plastics 3dtrasar data 6.2.06.xls 

wna east 3dtrasar closed loop data 04.30.2014.xls 

wna incchattanooga.mdb 

american plastics 3dtrasar data 07.18.07.xls 

american plasticschattanooga tn.mdb 

wna 3dtrasar closed loop data 10.21.08.xls 

wna inc. chattanooga facilityeast plant.mdb 

wna 3dtrasar closed loop data 09.08.08.xls 

wna east 3dtrasar closed loop data 08.30.13.xls 
volkswagen water analysis log sh 

volkswagen water analysis log sh 

wna service plan 2012.xls 

volkswagen water analysis log sh 

wna american plastics 05.06.05.doc 

volkswagen - media center - chilled w 

wna inc., chattanooga facility water treatment contract wo 
american plastics 04.27.07.doc 

volkswagen water analysis log sh 

http _en.wikipedia.pdf 

nonconformance report for anthony ridley 09-aug-2011.xls 
volkswagen water analysis log sh 

american plastics 01.16.06.doc 

wnachattanooga.mdb 

chilled water closed loop operating parameters.docx 
wna, inc. scope of work for 2010-2011 water treatment cont 
volkswagen water analysis log sh 

pmw american plastics 2011-2012 for both plants.pdf 
volkswagen water analysis log sh 

pma worksheet american plastics (dec.1, 2003 to jan 31, 20 
american plastics tower calculations.xls 

volkswagen water analysis log sh 

volkswagen - media center - weld wate 

american plastics 07.18.07.doc 

wna american plastics 12.14.04.doc 

weld water closed loop operating parameters.docx 
volkswagen - media center - quarterl 

volkswagen - body shop wwel diagram.xlsx 

wna service plan 2014.xlsx 

volkswagen water analysis log sh 

volkswagen - media center - chilled w 

volkswagen water analysis log sh 
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volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

american plastics 10.20.05.doc 

chilled water cooling tower operating parameters.pdf 
wna inc., water treatment contract - scope of work 2009-20 
wna inc. - quote for softener service and rebuild - 08.16.2011.doc 
pmw american plastics 2011-2012 for both plants.xls 
volkswagen water analysis log sh 

nalco 3d trasar monitoring logsheet.docx 

volkswagen water analysis log sh 

pvc corrosion coupon rack spec sheet.pdf 

volkswagen water analysis log sh 

pmw american plastics 2010-201 1.xls 

wna american plastics 01.11.05.doc 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

nalco 3d trasar monitoring logsheet.pdf 

volkswagen - media center - chilled w 

wna, inc., chattanooga facility 07.07.08.doc 

volkswagen water analysis log sh 

wna inc., chattanooga facility water treatment contract wo 
chilled water closed loop operating parameters.pdf 
american plastics log sheet for closed loop (back).xls 
volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

wna american plastics 06.02.04.doc 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen group of america - media bu 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

american plastics 3d trasar starter form730.doc 

wna people survey.ppt 

volkswagen water analysis log sh 

american plastics 08.17.07.doc 

wna inc., chattanooga facility cooling tower system diagram.docx 
volkswagen water analysis log sh 

pmw american plastics 2012-2013 for both plants.xls 
volkswagen - media center - chilled w 

volkswagen water analysis log sh 

wna, inc. scope of work for 2014-2015 east and west water 
volkswagen water analysis log sh 

volkswagen - media center - action pl 
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volkswagen water analysis log sh 

volkswagen water analysis log sh 

example tower calculations for american plastic west.xls 
volkswagen water analysis log sh 

volkswagen water analysis log sh 

wna american plastics 07.28.04.doc 

volkswagen water analysis log sh 

wma american plastics 04.08.04.doc 

wna inc. - quote for softener service and rebuild - 08.16.2011.pdf 
wna quote for chilled water closed loop biocide - 10.05.2011.pdf 
wna american plastics 07.14.05.doc 

volkswagen - media center - chilled w 

http —§ www.mycheme.pdf 

hot water cooling tower operating parameters.docx 
volkswagen water analysis log sh 

pmw - american plastics -chattanooga,tn -nw54 -4-1-06.xls 
volkswagen water analysis log sh 

american plastics 06.12.06.doc 

volkswagen water analysis log sh 

volkswagen - body shop wwel diagram with sample points.xlsx 
wnachattanooga.mdb 

weld water closed loop operating parameters.pdf 

volkswagen water analysis log sh 

wna american plastics 08.04.05.doc 

volkswagen water analysis log sh 

wna inc., chattanooga facility cooling tower system diagram.pdf 
volkswagen water analysis log sh 

volkswagen water analysis log sh 

wna, inc. scope of work for 2012-2013 east and west water 
weld water closed loop system survey form.xlsx 

volkswagen water analysis log sh 

american plastics 03.26.08.doc 

39m.pdf 

copper corrosion coupon analsis 9.04 

volkswagen water analysis log sh 

wna inc., chattanooga facility water treatment contract wo 
american plastics 03.16.07.doc 

chilled water cooling tower operating parameters.docx 
american plastics 01.21.08.doc 

volkswagen water analysis log sh 

american plastics 09.01.05.doc 

wna american plastics 03.11.05.doc 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

american plastics log sheet for closed loop (front).xls 
volkswagen - body shop wwel diagram with colored sample points.xlsx 
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volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

weld water cooling tower operating parameters.pdf 
volkswagen water analysis log sh 

volkswagen water analysis log sh 

american plastics 2003-2004 twma agreement.doc 
pma-american plastics 2005-2006.xls 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

wna, inc., chattanooga facility 11.24.08.doc 

wna, inc. scope of work for 2014-2015 east and west water 
wna inc., water treatment contract - scope of work 2011-20 
wwcl engineering report .docx 

volkswagen water analysis log sh 

wna american plastics 02.18.05.doc 

wma american plastics 03-04-04.doc 

american plastics 02.15.08.doc 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

wna american plastics 11.12.04.doc 

volkswagen - media center - weld wate 

wna, inc., chattanooga facility 09.08.08.doc 

pmw american plastics 2009-2010.xls 

pmw american plastics 2011-2012 for both plants.pdf 
american plastics 02.23.07.doc 

wna inc. pam.pdf 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

american plastics 09.27.07.doc 

american plastics 05.17.06.doc 

volkswagen water analysis log sh 

volkswagen - media center - weld wate 

wna cooling tower operating parameters.pdf 
volkswagen water analysis log sh 

wna american plastics 08.30.04.doc 

tech18.pdf 

volkswagen water analysis log sh 

hot water cooling tower operating parameters.pdf 
wna incoming city water analysis march 2010.pdf 
wna inc. pam.docx 

volkswagen water analysis log sh 

volkswagen water analysis log sh 
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weld water cooling tower operating parameters.docx 
volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen - media center - chilled w 

american plastics 10.13.06.doc 

american plastics 09.28.06.doc 

volkswagen water analysis log sh 

american plasticschattanooga tn.mdb 

american plastics service plan 2006.xls 

volkswagen water analysis log sh 

wna service plan 2012.pdf 

volkswagen water analysis log sh 

wma american plastics 05.04.04.doc 

american plastics 11.27.06.doc 

wna american plastics 06.16.05.doc 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen group of america - media bu 

american plastics 01.29.07.doc 

wna quote for chilled water closed loop biocide - 10.05.2011.doc 
volkswagen water analysis log sh 

wna american plastics west 10.12.04.doc 

volkswagen water analysis log sh 

wna inc. chattanooga facility proposal 05-24-2011.doc 
pmw amer plastics 2006-2007 with trasar lease.xls 

wna water treatment contract calculation sheet - 2014.pdf 
wna, inc., chattanooga facility 10.21.08.doc 

nalco engineering survey report.pdf 

volkswagen - media center - chilled w 

american plastics cooling water proposal.doc 

wna, inc. scope of work for 2013-2014 east and west water 
wna inc. 1080256 chattanooga, tennessee 37421 softener filter resinmedia 
replacement_9132011_ sor 

pma worksheet american plastics 2003-2004.xls 
volkswagen - media center - chilled w 

volkswagen - body shop wwel diagram headers with colored sample points .xls 
volkswagen water analysis log sh 

volkswagen - media center - chilled w 

american plastics 08.31.06.doc 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

american plastics 07.24.06.doc 

volkswagen water analysis log sh 

american plastics 05.25.07.doc 

wna american plastics 04.15.05.doc 

form730el equipment request forwna, inc. chattanooga facility - 3dtrasar starter 06.01.08.doc 
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volkswagen - body shop wwel diagram with colored deadheads.xlsx 
wna, inc., chattanooga facility 04.29.08.doc 

pmw american plastics 2008-2009.xls 

wna american plastics 10.01.04.doc 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

http | www.necoequipment.com_pdfs_velocitychart.pdf 
nalco 39m_uscueg.pdf 

pmw american plastics 2007-2008.xls 

volkswagen - media center - chilled w 

wna, inc., chattanooga facility 07.15.08.doc 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

pmw american plastics 2011-2012.xls 

volkswagen water analysis log sh 

wna, inc. scope of work for 2015-2016 east, central and we 
volkswagen water analysis log sh 

nalco engineering survey report.docx 

softener tank quote.doc 

volkswagen - media center - chilled w 

wna, inc. scope of work for 2011-2012 east and west water 
volkswagen water analysis log sh 

volkswagen water analysis log sh 

wna service plan 2014.pdf 

volkswagen water analysis log sh 

american plastics pf feasibility checklist.doc 

american plastics 11.05.07.doc 

volkswagen water analysis log sh 

wna cooling tower operating parameters.docx 

weld water closed loop system survey form.pdf 

american plastics 11.07.05.doc 

volkswagen water analysis log sh 

volkswagen water analysis log sh 

american plasticschattanooga tn.mdb 

wna, inc., chattanooga facility 05.30.08.doc 

volkswagen quote for analytical analysis - 04.30.2012.pdf 
volkswagen quote for coil flo cleaning - daily cost breakdown - 
volkswagen quote for weld water closed loop inhibitor - trac100.1 
volkswagen quote for nalco 1338.33 07.02.2015.pdf 
volkswagen quote for ion exchange bottle service -softener back-u 
volkswagen quote for weld water closed loop inhibitor - trac100.1 
volkswagen quote for 3dt260.91 02.08.2011.pdf 
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volkswagen quote for nalco 8105.15 - 05.21.2014.docx 
volkswagen quote for hot water closed loop inhibitor - nalco trac 
volkswagen quote for weld water closed loop inhibitor - trac100.1 
volkswagen quote for 12.5% sodium hypochlorite 10.28.2013.pdf 
volkswagen quote for nalco 8105.61 - 05.21.2014.pdf 

volkswagen quote for entire replacement softener system - 11.29.2 
volkswagen quote for e-coat biocide 2.04.2011.doc 

volkswagen revised quote for closed loop treatment package 2.08.2 
volkswagen quote for analytical analysis - 04.30.2013.docx 
volkswagen quote for nalco 1338.33 11.01.2012.pdf 

volkswagen spare parts list and price breakdown.pdf 

volkswagen - notes for corrosion coupon rack quote - 04.15.2013.p 
volkswagen quote for hot water closed loop inhibitor - tracl101.15 
volkswagen quote for 3d trasar maintenance materials - 09.20.201 
volkswagen quote for 3dt260.33 09.24.2015.pdf 

volkswagen quote for closed loop inhibitors - trac100.15 and cngr 
volkswagen quote for hot water closed loop inhibitor - nalco trac 
volkswagen quote for weld water closed loop inhibitor - trac100.1 
volkswagen quote for 3dt260.31 06.27.2013.pdf 

nalco analytical equipment worksheet 2012.pdf 

volkswagen quote for cooling tower and closed loop biocides - 11 
volkswagen water analysis log sh 

volkswagen quote for bulk tank piping and replacement 3d trasar j 
volkswagen quote for 12.5% sodium hypochlorite 12.04.2012.doc 
volkswagen spare parts list and price breakdown - ver 2.pdf 
volkswagen quote for e-coat biocide (1) 07.31.2012.pdf 
volkswagen quote for annual analytical analysis 08.17.2015.pdf 
volkswagen quote for clean ahu unit 5-ahu-4 in rb2.pdf 
volkswagen quote for e-coat biocide 2.04.2011.pdf 

volkwagen coil cleaning equipment and chemical package proposal 
volkswagen quote for assembly coil flo cleaning - breakdown - 12 
volkswagen quote for chilled water closed loop inhibitor - trac10 
volkswagen quote for coil flo cleaning - daily cost breakdown - 
volkswagen quote for e-coat biocide (4) 03.09.2012.doc 

target pricing template - nalco - august 15, 2013 (ver.2).xlsx 
volkswagen quote for air supply house biocide - nalco 7330 chemic 
volkswagen quote for hardness test kit and additional spare parts 
pricing matrix_bidders - comparing 2015 to 2016 pricing.pdf 
volkswagen quote for 12.5% sodium hypochlorite 11.17.2011.doc 
volkswagen water analysis log sh 

volkswagen quote for 3dt260.33 10.31.2013.pdf 

volkswagen quote for small closed loop inhibitor - trac100.11 - 
volkswagen quote for nalco onsite analytical testing equipment - 
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vo80b3~1.xls 
vo6ccc~1.xls 
vo22e6~1.doc 
vob6al~1.doc 
vo02 la~1.doc 
volkswagen - training 
vod716~1.doc 
voebSe~1.xls 
vo2609~1.doc 
vof180~1.xls 
v09905~1.doc 
vo78b2~1.pdf 
vo89ba~1.doc 
vol lcd~1.doc 
volksw~3.doc 
vo05445~1.doc 
vo6a00~1.doc 
vo67ba~1 .pdf 
vo9064~1 .pdf 
vo9c87~1.xls 
vod5de~1.doc 
voe86a~1 .doc 
vo922d~1.pdf 
volksw~4.doc 
vobff4~1.xls 
vol7fl~1.xls 
voe967~1.xls 


39 
FP 46615307.1 : 
Case 1:22-cv-00050-TRM-SKL Document 225-6 Filed 04/23/23 Page 45 of 334 PagelD #: 


4100 


vo3320~1.pdf 
vo6c2e~1.doc 
vob50e~1 .pdf 
vo3f41~1.xls 
vodc67~1.doc 
vo0127~1.xls 
vo35e9~1.xls 
vo8cd4~1 .pdf 
vofe93~1.doc 
vo798e~1.doc 
voba7f~1.xls 
voc122~1 .pdf 
vo824b~1.doc 
vo93e8~1.doc 
voba34~1.doc 
vo75f8~1.pdf 
vo7fb9~1.doc 
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v04398~1.xls 
v0465a~1.doc 
vob74a~1.xls 
vo9d13~1.doc 
vola93~1.doc 
vobe97~1.doc 
volksw~2.pdf 
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vo4acb~1.doc 
vo3741~1.doc 
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vobd3e~1 .pdf 
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volksw~4.xls 
vo2730~1.doc 
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v094d4~1.doc 
vocc21~1.pdf 
voc0de~1.doc 
vo415d~1.doc 
vocf7d~1.doc 
vocc33~1.xls 
volksw~2.xls 
vo7bd0~1.xls 
vof3be~1.doc 
voa985~1.xls 
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volkswagen - training 
voac4d~1.doc 
voff7f~1.doc 
volksw~2.xls 
vo35d8~1.doc 
vof611~1.doc 
voc9ba~1.doc 
voccb0~1.doc 
vo2627~1.doc 
vodf68~1 .pdf 
vo795d~1.pdf 
vo93e7~1.xls 
vob25f~1.doc 
vo09c2~1.xls 
vo2f49~1.doc 
volksw~1.xls 
vo5d30~1.pdf 
vofbfd~1.doc 
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vo9ed0~1.xls 
vofa0c~1.doc 
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vodeld~1.doc 
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volksw~1.doc 
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volksw~2.doc 
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voe960~1.doc 
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vo7d9c~1.xls 
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vo6116~1.doc 

vodff8~1.doc 

voc2d0~1.doc 

vo2664~1.xls 

voce02~1.doc 

vo8b0b~1.doc 

voccf0~1.doc 

vo2ae6~1.xls 

voe39b~1.xls 

voc3cd~1.doc 

voefce~1.doc 

vol764~1.doc 

voabe8~1.doc 

vo657c~1.doc 

vo76a3~1.doc 

vo7d04~1.doc 

vodc75~1.doc 

voal99~1.doc 

volksw~4.xls 

volksw~4.doc 

vo8323~1.doc 

voe164~1.doc 

vof6b4~1.xls 

volksw~1.doc 

vo8 lcd~1.pdf 

vol bce~1 .pdf 

vo0e3c~1 .pdf 

vo96fb~1.doc 

volkswagen media center chemical treatme 
volkswagen - nalco action plan scorecard - 11.10.20 
volkswagen people survey.docx 
volkswagen wwet 3dt data 10.08.13.xls 
volkswagen service plan 2016.xlsx 
voacfe~1.doc 

volksw~4.doc 

voe9fc~1.doc 

vo654f~1.doc 

volksw~2.doc 

volkswagen - nalco action plan scorecard - 09.09.20 
volkswagen service plan 2011.xls 
vob63e~1.doc 

volksw~3.doc 

volkswagen - nalco action plan scorecard - 09.02.20 
volkswagen abr 2014.pptx 
vo0fd1~1.doc 

volkswagen service plan 2012.pdf 
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vo2019~1.doc 

vo44fa~1.doc 

volkswagenmedia center building.mdb 

volkswagen abr 2013.pptx 

volkswagen group of america - cmv plan 2012.xlsm 
vod41e~1.doc 

vo9b63~1.doc 

voc0b4~1.doc 

volkswagen media center city water line 
vo42fe~1.doc 

vo5307~1.doc 

voa9bf~1.doc 

volksw~1.doc 

vo4531~1.doc 

volkswagen service plan 2012.xls 

vo36f6~1.doc 

volkswagen people survey.pdf 

volkswagen - nalco action plan scorecard - 11.10.20 
voa24d~1.doc 

vo9449~1 .doc 

volkswagen media center flow meter sched 
vobb3e~1.doc 

vo86la~1.doc 

vol18a6~1.doc 

vo5cdc~1.doc 

volksw~3.doc 

volksw~1.doc 

volkswagen - nalco action plan scorecard - 09.02.20 
volkswagen - nalco action plan scorecard - 09.09.20 
volksw~2.doc 

vobfe5~1.doc 

microsoft powerpoint - volkswagen abr 2013.pdf 
vo7fe7~1.doc 

voabbb~1.doc 

volkswagen wwet 3dt data 12.10.13.xls 
volkswagen group of america - cmv plan 2014.xlsx 
volkswagen service plan 2015.pdf 

volkswagen wwet 3dt data 10.29.13.xls 
vo82fe~1.doc 

volf20~1.doc 

vo65a6~1.doc 

volkswagen service plan 2014.pdf 

volkswagen media center weld water open 
volkswagen service plan 2016.pdf 

volksw~4.doc 

volkswagen wwet 3dt data 06.05.14.xls 
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vo025d~1.doc 

volkswagen service plan 2015.xlsx 

volkswagen - media cente 

vob662~1.doc 

volkswagen median center chilled water c 
volksw~2.doc 

volkswagen group of america - cmv plan 2013.xlsm 
volkswagen media center chilled water cl 
volkswagen - nalco action plan scorecard - 08.26.20 
vof8c3~1.doc 

volkswagen service plan 2013.pdf 

vob767~1.doc 

volkswagen abr 2014.pdf 

volkswagen media center hot water closed 
voc6f2~1.doc 

vo08693~1.doc 

vod1fd~1.doc 

vol3e7~1.doc 

vo1562~1.doc 

volkswagen service plan 2013.xlsx 

vo78cd~1.doc 

vof8c2~1.doc 

vof373~1.doc 

vo5f20~1.doc 

vo0266~1.doc 

volkswagen - nalco action plan scorecard - 08.26.20 
volkswagen group of america - exec summary 2nd quarter 2013.pdf 
volkswagen group of america pam.doc 
volksw~3.doc 

volkswagen group of america - exec summary 2nd quarter 2014.pdf 
volkswagen group of america pam.pdf 
vo3525~1.doc 

vo46cd~1.doc 

volkswagen media center weld water close 
voflc7~1.doc 

volkswagen service plan 2014.xlsx 

volksw~1.doc 

volksw~4.doc 

vo378b~1.doc 

voeefc~1.doc 

volkswagen wwet 3dt data 01.03.13.xls 

volkswagen wwet 3dt data 06.06.13.xls 

volkswagen wwet 3dt data 07.31.13.xls 

volkswagen wwet 3dt data 07.03.13.xls 

volkswagen wwet 3dt data 02.05.13.xls 

volkswagen wwet 3dt data 08.30.13.xls 
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volkswagen wwet 3dt data 05.02.13.xls 
volkswagen wwet 3dt data 03.28.13.xls 
volkswagenmedia center building.mdb 
volkswagen wwet 3dt data 03.02.13.xls 
volkswagen wwet 3dt data 11.07.12.xls 
volkswagen wwet 3dt data 06.01.12.xls 
volkswagen wwet 3dt data 10.04.12.xls 
volkswagen wwet 3dt data 08.03.12.xls 
volkswagen wwet 3dt data 08.30.12.xls 
volkswagen wwet 3dt data 06.28.12.xls 
volkswagen wwet 3dt data 02.29.12.xls 
volkswagen wwet 3dt data 03.28.12.xls 
volkswagen wwet 3dt data 04.30.12.xls 
volkswagen wwet 3dt data 01.31.12.xls 
volkswagen weld water ct 3dt data 12.30.1 
volkswagen weld water ct 3dt data 11.30.1 
volkswagen weld water ct 3dt data 09.29.1 
volkswagenmedia center building.mdb 
volkswagen weld water ct 3dt data 10.27.1 
volkswagen weld water ct 3dt data 09.02.1 
volkswagen weld water ct 3dt data 04.29.1 
volkswagen weld water ct 3dt data 06.30.1 
volkswagen weld water ct 3dt data 05.26.1 
volkswagen weld water ct 3dt data 07.29.1 
volkswagen weld water ct 3dt data 08.16.1 
volkswagen weld water ct 3dt data 01.28.1 
volkswagen weld water ct 3dt data 03.31.1 
vw.wet.12.20.10..xls 

volkswagen weld water ct 3dt data 10.21.1 
volkswagen weld water ct 3dt data 03.04.1 
jake marshallmedia center building.mdb 
volkswagen weld water ct 3dt data 09.20.1 
volkswagen condenser water ct 3dt da 
volkswagenmedia center - volkswagen. 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagenmedia center building.mdb 
volkswagen hwel 3dt data 05.26.11.xls 
volkswagen condenser water ct 3dt da 
volkswagen weld water ct 3dt data 05.24.1 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
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volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagenmedia center - volkswagen. 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagenmedia center - volkswagen. 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagenmedia center - volkswagen. 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
vw.ctw.12.20.10..xls 

volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
jake marshallmedia center - volkswag 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
volkswagen condenser water ct 3dt da 
jake marshallmedia center - volkswagen.mdb 
volkswagen wwel 3dt data 06.05 
volkswagen wwel 3dt data 04.30 
volkswagenmedia center - volkswagen.mdb 
volkswagen condenser water ct 3dt da 
volkswagenmedia building.mdb 
volkswagen wwel 3dt data 12.10 
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volkswagen wwel 3dt data 01.07 
volkswagen wwel 3dt data 01.28 
volkswagen wwel 3dt data 02.26 
volkswagen wwel 3dt data 03.28 
volkswagenmedia building.mdb 
volkswagen wwel 3dt data 06.06 
volkswagen wwel 3dt data 07.03 
volkswagen wwel 3dt data 07.31 
volkswagen wwel 3dt data 08.30 
volkswagen wwel 3dt data 10.29 
volkswagen wwel 3dt data 10.08 
volkswagen wwel 3dt data 03.28 
volkswagen wwel 3dt data 01.03 
volkswagenmedia building.mdb 
volkswagen wwel 3dt data 05.02 
volkswagen wwel 3dt data 02.05 
volkswagen wwel 3dt data 03.02 
volkswagen wwel 3dt data 11.07 
volkswagen wwel 3dt data 10.04 
volkswagen wwel 3dt data 09.20 
volkswagen wwel 3dt data 04.30 
volkswagen wwel 3dt data 08.30 
volkswagen wwel 3dt data 06.28 
volkswagen wwel 3dt data 06.01 
volkswagen wwel 3dt data 08.03 
volkswagen wwel 3dt data 03.28 
volkswagen wwel 3dt data 02.29 
volkswagen wwel 3dt data 10.27 
volkswagenmedia building.mdb 
volkswagen wwel 3dt data 12.30 
volkswagen wwel 3dt data 01.31 
volkswagen wwel 3dt data 11.30 
volkswagen wwel 3dt data 06.30 
volkswagen wwel 3dt data 09.02 
volkswagen wwel 3dt data 07.29 
volkswagen wwel 3dt data 09.29 
volkswagen wwel 3dt data 08.26 
volkswagen wwel 3dt data 05.26 
vw.ww.12.20.10..xls 

jake marshallmedia center buil 
volkswagen wwel 3dt data 03.31 
volkswagen wwel 3dt data 10.21 
volkswagen wwel 3dt data 04.29 
volkswagen wwel 3dt data 12.20 
volkswagen wwel 3dt data 01.28 
volkswagen wwel 3dt data 01.12 
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volkswagen wwel 3dt data 03.04 
volkswagen wwel 3dt data 07.01 
volkswagen wwel 3dt data 09.20 
volkswagen wwel 3dt data 08.23 
volkswagen wwel 3dt data 06.8. 
volkswagen wwel 3dt data 05.24 
volkswagen wwel 3dt data 06.03 
volkswagen wwel 3dt data 08.09 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen wwel 3dt data 04.23 
jake marshallmedia center building.mdb 
volkswagenmedia building.mdb 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagenmedia center - volkswag 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagenmedia center - volkswag 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
volkswagenmedia center - volkswag 
volkswagen chilled water cl 3dt d 
volkswagen chilled water cl 3dt d 
vw.chw. 12.20.10..xls 
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volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

jake marshallmedia center - volks 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt d 

volkswagen chilled water cl 3dt data 04.30. 

volkswagenmedia center - volkswagen.mdb 

volkswagen chilled water cl 3dt d 

08.2012 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
05.2011 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-00-h6-00d-e704. pdf 

w.j. o'neil company - volkswagen 

04.2012 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-eg-m4-01d-f110.pdf 

6200-00005-dg-h2-01d-e141.pdf 

01.2013 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
04.2014 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-eg-m4-00d-£701 .pdf 

09.2012 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
abm engineering services - volks 

6200-00005-dg-h2-02d-e142.pdf 

6200-00005-h2-d5-02d-m141.pdf 

6200-00005-eg-d5-02d-m111.pdf 

6200-00005-h2-d5-01d-m140.pdf 

01.2015 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-00-h6-00d-e650.pdf 

6200-00005-eg-d4-02d-p121.pdf 

04.2011 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
volkswagen chemical inventory.xls 

6200-00007-00-d4-00d-13 12. pdf 

6200-00005-h2-d4-01d-p140.pdf 

6200-00005-eg-h2-03d-e112.pdf 

copy of monthly cooling towerclosed_loop_water_treatment_upload_for_era.xls 
linc facility services - volkswa 

02.2015 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-00-h6-00d-e632.pdf 

06.2015 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
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11.2012 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-00-h6-00d-e001.pdf 

6200-00005-eg-d4-00d-p007.pdf 

05.2013 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
05.2015 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
aramark company - volkswagen med 

07.2014 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-eg-d4-03d-p122.pdf 

11.2011 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-00-h6-00d-e612.pdf 

6200-00005-u1-d6-01d-p010.pdf 

aramark company - volkswagen aca 

07.2012 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
09.2011 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
09912.pdf 

06.2012 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-00-h6-00d-e636.pdf 

6200-00005-eg-h2-01d-e110.pdf 

6200-00005-h2-d4-03d-p142.pdf 

04.2015 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-000n1-00-m3-00d-r306.pdf 

maclellan - volkswagen media bui 

maclellan integrated service - v 

07.2015 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
maclellan integrated service - v 

6200-00005-eg-h2-02d-e111.pdf 

6200-00005-eg-d4-01d-p110.pdf 

02.2014 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
jake marshall llc. - volkswagen 

devon facility management - volk 

6200-00005-eg-d4-03d-p112.pdf 

6200-00005-eg-d4-00d-p005.pdf 

6200-00005-00-h6-00d-e634. pdf 

03.2013 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-eg-d4-02d-p111.pdf 

03.2014 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
w.j. o'neil company - volkswagen 

6200-00005-00-d5-00d-m300.pdf 

maclellan - volkswagen media bui 

6200-00005-eg-m4-00d-£301 .pdf 

03.2015 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-00-h6-00d-e705.pdf 

6200-000n1-00-m3-00d-r3 10. pdf 

12.2012 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
02.2012 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-00-d5-00d-m601.pdf 
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6200-000n1-00-m3-00d-r305.pdf 

06.2013 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-000n1-00-m3-00d-r307.pdf 

11.2013 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
02.2013 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
05.2012 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
05.2014 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
08.2014 monthly cooling towerclosed_loop_water_treatment_upload_for_era.x] 
6200-00005-eg-d4-00d-p510.pdf 

6200-00005-00-h6-00d-e605.pdf 

02.2011 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-eg-d5-01d-m110.pdf 

media mechanical construction specs.pdf 

06.2011 monthly cooling towerclosed_loop_water_treatment_upload_for_era.x] 
09.2013 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xl 
07.2013 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
6200-00005-eg-m4-00d-f5 10.pdf 

6200-000n1-00-m3-00d-r308.pdf 

12.2013 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xl 
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volkswagen - media center - weld water system 05.10.12.docx 
volkswagen - media center - chilled water system 03.21.13.docx 
volkswagen - cwcl - nalco 360 report 04.29.2013.xls 

volkswagen water analysis log sheet for service engineer 03.07.13.docx 
volkswagen water analysis log sheet for service engineer 05.29.2014.docx 
volkswagen - wwel - nalco 360 report - 12.22.2014.xls 

volkswagen - media center - weld water system 07.19.12.docx 
volkswagen - media center - weld water system 07.05.12.docx 
volkswagen - media center - chilled water system 06.14.12.docx 
volkswagen - media center - chilled water system 10.14.11.docx 
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volkswagen - media center - chilled water system 10.18.12.docx 
volkswagen water analysis log sheet for service engineer 05.10.12.docx 
volkswagen - media center - chilled water system 08.31.11.docx 
volkswagen - cwcl - nalco 360 report 07.29.2013.xls 

volkswagen - cwcl - nalco 360 report 11.18.2013.xls 

volkswagen water analysis log sheet for service engineer 03.26.12.docx 
volkswagen - media center - weld water system 10.27.11.docx 
volkswagen - wwet - nalco 360 report 03.25.2013.xls 

volkswagen - wwel - nalco 360 report - 09.16.2013.xls 

volkswagen - wwel - nalco 360 report - 09.17.2012.xls 

volkswagen cwet - nalco 360 report - 05.20.2013.xls 

volkswagen - media center - quarterly microbio report 03.21.12.docx 
volkswagen - wwet - nalco 360 report - 04.16.2012.xls 

volkswagen - wwel - nalco 360 report - 02.18.13.xls 

volkswagen - wwel - nalco 360 report - 02.17.2014.xls 

volkswagen water analysis log sheet for service engineer 10.29.13.docx 
volkswagen water analysis log sheet for service engineer 07.12.12.docx 
volkswagen cwet - nalco 360 report - 12.09.2013.xls 

volkswagen water analysis log sheet for service engineer 02.21.13.docx 
volkswagen - media center - weld water system 06.21.12.docx 
volkswagen - wwel - nalco 360 report - 09.09.2013.xls 

volkswagen cwct - nalco 360 report - 09.30.2013.xls 

volkswagen - media center - chilled water system 08.12.11.docx 
volkswagen water analysis log sheet for service engineer 08.03.12.docx 
volkswagen - media center - weld water system tco saving report - 03.27.2014.docx 
volkswagen cwet - nalco 360 report - 11.12.2012.xls 

volkswagen water analysis log sheet for service engineer 05.14.2014.docx 
volkswagen service plan 2014.xlsx 

volkswagen cwet - nalco 360 report - 11.26.2012.xls 

volkswagen - nalco action plan scorecard - 08.26.2011.xls 

volkswagen cwct - nalco 360 report - 08.20.2012.xls 

volkswagen group of america - media building 09-09-2015.pdf 
volkswagen - media center - weld water system 10.25.12.docx 
volkswagen - cwcl - nalco 360 report 10.21.2013.xls 

volkswagen - media center - chilled water system 01.28.11.docx 
volkswagen cwet - nalco 360 report - 06.10.2013.xls 

volkswagen - cwcl - nalco 360 report 11.11.2013.xls 

volkswagen - media center - chilled water system 05.31.12.docx 
volkswagen cwet - nalco 360 report - 03.10.2014.xls 

volkswagen - media center - chilled water system 04.30.2014.docx 
volkswagen water analysis log sheet for service engineer 02.14.13.docx 
volkswagen water analysis log sheet for service engineer 06.11.2014.docx 
volkswagen - wwet - nalco 360 report - 08.13.2012.xls 

volkswagen - cwcl - nalco 360 report 10.28.2013.xls 

volkswagen - media center - weld water system 09.26.12.docx 
volkswagen - cwcl - nalco 360 report 02.24.2014.xls 
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volkswagen - wwet - nalco 360 report 02.11.13.xlsx 

volkswagen cwet - nalco 360 report - 10.07.2013.xls 

volkswagen group of america - media building 08-20-2015.pdf 
volkswagen - media center - weld water system 10.18.12.docx 
volkswagen water analysis log sheet for service engineer 12.20.12.docx 
volkswagen - media center - weld water system 08.16.12.docx 
volkswagen water analysis log sheet for service engineer 07.16.2014.docx 
volkswagen - wwel - nalco 360 report - 03.31.2014.xls 

volkswagen group of america - media building 02-04-2015.pdf 
volkswagen cwct - nalco 360 report - 09.04.2012.xls 

volkswagen water analysis log sheet for service engineer 12-10-14.docx 
volkswagen - media center - weld water system 01.10.13.docx 
volkswagen water analysis log sheet for service engineer 05-19-2015.docx 
volkswagen - wwet - nalco 360 report -12.04.xls 

volkswagen - wwel - nalco 360 report - 07.23.2012.xls 

volkswagen - cwcl - nalco 360 report 04.08.2013.xls 

volkswagen water analysis log sheet for service engineer 11.01.12.docx 
volkswagen cwet - nalco 360 report - 09.24.2012.xls 

volkswagen service plan 2011.xls 

volkswagen - media center - chilled water system 02.28.13.docx 
volkswagen cwet - nalco 360 report - 04.09.2012.xls 

volkswagen - wwel - nalco 360 report - 04.15.2013.xls 

volkswagen - media center - chilled water system 11.24.11.docx 
volkswagen - wwel - nalco 360 report - 01.07.2013.xls 

volkswagen - media center - weld water system 10.20.11.docx 
volkswagen cwct - nalco 360 report - 09.09.2013.xls 

volkswagen - wwel - nalco 360 report - 11.05.2012.xls 

volkswagen - wwel - nalco 360 report - 02.24.2014.xls 

volkswagen cwet - nalco 360 report - 12.29.2014.xls 

volkswagen - cwcl - nalco 360 report 02.17.2014.xls 

volkswagen cwet - nalco 360 report - 01.27.2014.xls 

volkswagen - media center - weld water system 05.07.2014.docx 
volkswagen - cwcl - nalco 360 report 12.02.2013.xls 

volkswagen - media center - chilled water system 07.29.11.docx 
volkswagen cwet - nalco 360 report - 08.19.2013.xls 

volkswagen cwet - nalco 360 report - 05.13.2013.xls 

volkswagen - wwet - nalco 360 report - 07.30.2012.xls 

volkswagen - wwet - nalco 360 report 01.07.2013.xls 

volkswagen media center chemical treatment line diagram - p307.pdf 
volkswagen - media center - chilled water system 08.07.13.docx 
volkswagen water analysis log sheet for service engineer 03.21.13.docx 
volkswagen cwct - nalco 360 report - 06.11.2012.xls 

volkswagen cwct - nalco 360 report - 04.22.2013.xls 

volkswagen - wwel - nalco 360 report - 01.20.2014-in-5cg82658k7.xls 
volkswagen water analysis log sheet for service engineer 05.30.13.docx 
volkswagen water analysis log sheet for service engineer 10.01.13.docx 
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volkswagen - media center - chilled water system 04.23.2014.docx 
volkswagen - weld water open loop c&p report 03.08.10.docx 
volkswagen - cwcl - nalco 360 report 03.17.2014.xls 

volkswagen - wwel - nalco 360 report - 01.14.2013.xls 

volkswagen - wwel - nalco 360 report - 01.06.2014.xls 

volkswagen - media center - chilled water system 07.12.12.docx 
volkswagen - media center - weld water system 02.03.12.docx 
volkswagen - wwet - nalco 360 report -11.12.xls 

volkswagen cwct - nalco 360 report - 03.11.2013.xls 

volkswagen - media center - weld water system 04.30.2014.docx 
volkswagen - cwcl - nalco 360 report 04.07.2014.xls 

volkswagen - wwel - nalco 360 report - 12.29.2014.xls 

volkswagen - wwet - nalco 360 report - 04.02.2012.xls 

volkswagen - media center - chilled water system 03.25.11.docx 
volkswagen - wwet - nalco 360 report - 10.22.2012.xls 

volkswagen cwet - nalco 360 report - 05.28.2012.xls 

volkswagen water analysis log sheet for service engineer 05-06-2015.docx 
volkswagen water analysis log sheet for service engineer 08.16.12.docx 
volkswagen - media center - weld water system 06.11.2014.docx 
volkswagen water analysis log sheet for service engineer 08.10.12.docx 
volkswagen - wwel - nalco 360 report - 05.27.2013.xls 

volkswagen water analysis log sheet for service engineer 04-29-2015.docx 
volkswagen - wwet - nalco 360 report -11.26.xls 

volkswagen media center flow meter schedule - p602.pdf 

volkswagen cwct - nalco 360 report - 08.12.2013.xls 

volkswagen water analysis log sheet for service engineer 01.17.13.docx 
volkswagen - media center - chilled water system 05.07.2014.docx 
volkswagen - wwel - nalco 360 report - 12.10.2012.xls 

volkswagen water analysis log sheet for service engineer 07.19.12.docx 
volkswagen cwct - nalco 360 report - 05.06.2013.xls 

volkswagen cwet - nalco 360 report - 07.15.2013.xls 

volkswagen water analysis log sheet for service engineer 04.09.2014.docx 
volkswagen water analysis log sheet for service engineer 03.14.13.docx 
volkswagen - media center - weld water system 07.29.11.docx 
volkswagen - wwet - nalco 360 report - 05.07.2012.xls 

volkswagen - media center - weld water system 04.23.2014.docx 
volkswagen - wwet - nalco 360 report - 10.08.2012.xls 

volkswagen water analysis log sheet for service engineer 04.30.2014.docx 
volkswagen - cwcl - nalco 360 report 12.23.2013.xls 

volkswagen - media center - chilled water system 02.21.13.docx 
volkswagen - cwcl - nalco 360 report 08.05.2013.xls 

volkswagen - cwcl - nalco 360 report 03.03.2014.xls 

volkswagen water analysis log sheet for service engineer 9.24.2013.docx 
volkswagen - media center - chilled water system 04.24.13.docx 
volkswagen water analysis log sheet for service engineer 9.10.2013.docx 
volkswagen water analysis log sheet for service engineer 08.07.13.docx 
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volkswagen water analysis log sheet for service engineer 07.09.2014.docx 
volkswagen water analysis log sheet for service engineer 08.23.12.docx 
volkswagen water analysis log sheet for service engineer 12-17-14.docx 
volkswagen - cwcl - nalco 360 report 02.18.2013.xlsx 

volkswagen - media center - weld water system 08.23.12.docx 
volkswagen water analysis log sheet for service engineer 04-22-2015.docx 
volkswagen - weld water closed loop c&p report 03.12.10.docx 
volkswagen - wwel - nalco 360 report - 05.20.2013.xls 

volkswagen - media center - weld water system 09.29.11.docx 
volkswagen - cwcl - nalco 360 report 11.04.2013.xls 

volkswagen group of america pam.pdf 

volkswagen - media center - weld water closed loop 01.12.11.docx 
volkswagen - media center - chilled water system 12.13.12.docx 
volkswagen water analysis log sheet for service engineer 04-08-2015.docx 
volkswagen water analysis log sheet for service engineer 05.07.2014.docx 
volkswagen - media center - chilled water system 05.23.12.docx 
volkswagen - wwet - nalco 360 report 01.21.2013.xls 

volkswagen - cwcl - nalco 360 report 01.28.2013.xls 

volkswagen - media center - weld water system 11.15.12.docx 
volkswagen - media center - weld water system 08.26.11.docx 
volkswagen water analysis log sheet for service engineer 04-15-2015.docx 
volkswagen - cwcl - nalco 360 report 06.10.2013.xls 

volkswagen - media center - weld water system 08.07.13.docx 
volkswagen - wwel - nalco 360 report - 07.08.2013.xls 

volkswagen - wwel - nalco 360 report - 12.24.2012.xls 

volkswagen - wwet - nalco 360 report - 04.23.2012.xls 

volkswagen - wwet - nalco 360 report 05.20.2013.xls 

volkswagen service plan 2014.pdf 

volkswagen - wwet - nalco 360 report - 06.11.2012.xls 

volkswagen - media center - chilled water system 05.14.2014.docx 
volkswagen - cwcl - nalco 360 report 08.26.2013.xls 

volkswagen - media center - weld water system 01.28.11.docx 
volkswagen - media center - chilled water system 08.05.11.docx 
volkswagen - media center - chilled water system 11.08.12.docx 
volkswagen - media center - weld water system 02.24.11.docx 
volkswagen water analysis log sheet for service engineer 06.04.2014.docx 
volkswagen group of america - media building 03-11-2015.pdf 
volkswagen water analysis log sheet for service engineer 04.04.13.docx 
volkswagen - media center - weld water system 05.26.11.docx 
volkswagen - media center - chilled water system 04.09.2014.docx 
volkswagen - media center - chilled water system 02.24.11.docx 
volkswagen - media center - chilled water system 08.19.11.docx 
volkswagen cwet - nalco 360 report - 07.16.2012.xls 

volkswagen - wwet - nalco 360 report 02.18.13.xlsx 

volkswagen cwct - nalco 360 report - 04.30.2012.xls 

volkswagen cwct - nalco 360 report - 08.05.2013.xls 
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volkswagen - media center - chilled water system 10.25.12.docx 
volkswagen water analysis log sheet for service engineer 01-21-2015.docx 
volkswagen - media center - chilled water system 12.20.12.docx 
volkswagen - media center 01.04.11.docx 

volkswagen cwct - nalco 360 report - 03.18.2013.xls 

volkswagen - cwcl - nalco 360 report 05.06.2013.xls 

volkswagen - wwet - nalco 360 report 01.14.2013.xls 

volkswagen - media center - chilled water system 05.17.12.docx 
volkswagen - media center - chilled water system 01.31.13.docx 
volkswagen water analysis log sheet for service engineer 11.15.12.docx 
volkswagen - media center - chilled water system 01.03.13.docx 
volkswagen - wwel - nalco 360 report - 02.03.2014.xls 

volkswagen - cwcl - nalco 360 report 03.10.2014.xls 

volkswagen - media center - weld water system 02.16.12.docx 
volkswagen - media center - weld water system 01.24.13.docx 
volkswagen - wwet - nalco 360 report 04.29.2013.xls 

volkswagen water analysis log sheet for service engineer 04.16.2014.docx 
volkswagen - cwcl - nalco 360 report 03.24.2014.xls 

volkswagen service plan 2013.xlsx 

volkswagen - media center - chilled water system 05.26.11.docx 
volkswagen cwct - nalco 360 report - 07.02.2012.xls 

volkswagen water analysis log sheet for service engineer 08.13.2014.docx 
volkswagen - cwcl - nalco 360 report 07.15.2013.xls 

volkswagen - media center - chilled water system 08.23.12.docx 
volkswagen cwet - nalco 360 report - 11.11.2013.xls 

volkswagen water analysis log sheet for service engineer 01-07-2015.docx 
volkswagen - media center - chilled water system 10.27.11.docx 
volkswagen - wwel - nalco 360 report - 07.30.2012.xls 

volkswagen media center city water line diagram - p308.pdf 

volkswagen media center weld water open loop line diagram - p305.pdf 
volkswagen - media center - chilled water system 12.07.12.docx 
volkswagen cwet - nalco 360 report 02.25.2013.xlsx 

volkswagen - media center - chilled water system 08.10.12.docx 
volkswagen - cwcl - nalco 360 report 02.25.2013.xlsx 

volkswagen - media center - chilled water system 07.05.12.docx 
volkswagen - wwel - nalco 360 report - 07.22.2013.xls 

volkswagen cwct - nalco 360 report - 10.08.2012.xls 

volkswagen water analysis log sheet for service engineer 02-04-2015.docx 
volkswagen media center hot water closed loop line diagram - p301.pdf 
volkswagen - cwcl - nalco 360 report 01.27.2014.xls 

volkswagen water analysis log sheet for service engineer 06.18.2014.docx 
volkswagen water analysis log sheet for service engineer 12-31-14.docx 
volkswagen water analysis log sheet for service engineer 01.31.13.docx 
volkswagen - media center - weld water system 05.23.12.docx 
volkswagen - wwet - nalco 360 report 04.15.2013.xls 

volkswagen water analysis log sheet for service engineer 04.26.12.docx 
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volkswagen - nalco action plan scorecard - 09.02.2011.pdf 

volkswagen - media center - chilled water system 05.10.12.docx 
volkswagen water analysis log sheet for service engineer 02.07.13.docx 
volkswagen - media center - weld water system 12.13.12.docx 
volkswagen - wwel - nalco 360 report - 03.10.2014.xls 

volkswagen water analysis log sheet for service engineer 06.06.12.docx 
volkswagen - wwel - nalco 360 report - 09.24.2012.xls 

volkswagen cwet - nalco 360 report - 12.10.2012.xls 

volkswagen - cwcl - nalco 360 report 09.23.2013.xls 

volkswagen - media center - chilled water system 04.26.12.docx 
volkswagen water analysis log sheet for service engineer 05.23.12.docx 
volkswagen - media center - chilled water system 04.11.13.docx 
volkswagen cwet - nalco 360 report - 04.08.2013.xls 

volkswagen cwet - nalco 360 report - 04.15.2013.xls 

volkswagen - media center - weld water system 04.09.2014.docx 
volkswagen - media center - chilled water system 03.07.13.docx 
volkswagen water analysis log sheet for service engineer 02.28.13.docx 
volkswagen - media center - weld water system 03.07.13.docx 
volkswagen water analysis log sheet for service engineer 11.08.12.docx 
volkswagen - wwel - nalco 360 report - 10.28.2013.xls 

volkswagen cwet - nalco 360 report - 09.23.2013.xls 

volkswagen water analysis log sheet for service engineer 08.20.13.docx 
volkswagen water analysis log sheet for service engineer 03.19.2014.docx 
volkswagen cwct - nalco 360 report - 07.29.2013.xls 

volkswagen - media center - chilled water system 03.14.13.docx 
volkswagen - wwel - nalco 360 report - 03.18.2013.xls 

volkswagen - media center - weld water system 08.10.12.docx 
volkswagen - media center - weld water system 01.17.13.docx 
volkswagen - media center - weld water system 10.11.12.docx 
volkswagen cwct - nalco 360 report - 11.04.2013.xls 

volkswagen - media center - weld water system 11.04.11.docx 
volkswagen - wwet - nalco 360 report - 07.02.2012.xls 

volkswagen - wwel - nalco 360 report 02.25.13.xlsx 

volkswagen cwet - nalco 360 report - 12.16.2013.xls 

volkswagen water analysis log sheet for service engineer 09.20.12.docx 
volkswagen water analysis log sheet for service engineer 09.03.13.docx 
volkswagen water analysis log sheet for service engineer 01.24.13.docx 
volkswagen - wwel - nalco 360 report - 10.14.2013.xls 

volkswagen - wwel - nalco 360 report - 10.21.2013.xls 

volkswagen cwet - nalco 360 report - 01.14.2014.xls 

volkswagen water analysis log sheet for service engineer 02.04.2014.docx 
volkswagen - chilled water closed loop c&p report 03.29.10.docx 
volkswagen - cwcl - nalco 360 report 12.16.2013.xls 

volkswagen - wwel - nalco 360 report - 01.28.2013.xls 

volkswagen - cwcl - nalco 360 report 08.19.2013.xls 

volkswagen water analysis log sheet for service engineer 08.06.2014.docx 
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volkswagen service plan 2015.pdf 

volkswagen - wwet - nalco 360 report - 07.23.2012.xls 

volkswagen cwet - nalco 360 report - 05.07.2012.xls 

volkswagen water analysis log sheet for service engineer 07.23.2014.docx 
volkswagen - wwet - nalco 360 report 04.22.2013.xls 

volkswagen cwet - nalco 360 report - 04.02.2012.xls 

volkswagen cwet - nalco 360 report - 01.21.2013.xls 

volkswagen cwct - nalco 360 report - 01.06.2014.xls 

volkswagen - wwet - nalco 360 report 06.17.2013.xls 

volkswagen water analysis log sheet for service engineer 11.12.13.docx 
volkswagen - media center - weld water system 02.28.13.docx 
volkswagen cwct - nalco 360 report - 07.23.2012.xls 

volkswagen water analysis log sheet for service engineer 11.05.13.docx 
volkswagen - media center 04.23.10.docx 

volkswagen - wwel - nalco 360 report - 04.08.2013.xls 

volkswagen - media center - chilled water system 11.04.11.docx 
volkswagen cwct - nalco 360 report 02.18.2013.xlsx 

volkswagen - hot water closed loop c&p report 04.26.10.docx 
volkswagen - media center - chilled water system 01.17.13.docx 
volkswagen cwet - nalco 360 report - 10.14.2013.xls 

volkswagen water analysis log sheet for service engineer 09.26.12.docx 
volkswagen - wwel - nalco 360 report - 01.14.2014.xls 

volkswagen - wwel - nalco 360 report - 07.29.2013.xls 

volkswagen - wwet - nalco 360 report -11.19.xls 

volkswagen - cwcl - nalco 360 report 09.16.2013.xls 

volkswagen - wwel - nalco 360 report - 07.15.2013.xls 

volkswagen - media center - chilled water system 03.28.13.docx 
volkswagen - nalco action plan scorecard - 09.09.2011.xls 

volkswagen group of america - media building 03-18-2015.pdf 
volkswagen cwet - nalco 360 report - 12.04.2012.xls 

volkswagen - wwel - nalco 360 report - 10.29.2012.xls 

volkswagen - media center - chilled water system 08.16.12.docx 
volkswagen cwet - nalco 360 report - 12.24.2012.xls 

volkswagen water analysis log sheet for service engineer 01.08.2014.docx 
volkswagen water analysis log sheet for service engineer 08.13.13.docx 
volkswagen water analysis log sheet for service engineer 06.25.2014.docx 
volkswagen - wwet - nalco 360 report 01.28.2013.xls 

volkswagen - media center - chilled water system 06.21.12.docx 
volkswagen water analysis log sheet for service engineer 03.28.12.docx 
volkswagen - cwcl - nalco 360 report 09.09.2013.xls 

volkswagen cwet - nalco 360 report - 04.23.2012.xls 

volkswagen - wwel - nalco 360 report - 02.10.2014.xls 

volkswagen media center chilled water closed loop line diagram - p304.pdf 
volkswagen water analysis log sheet for service engineer 03-25-2015.docx 
volkswagen group of america - media building 01-28-2015.pdf 
volkswagen - cwcl - nalco 360 report 11.25.2013.xls 
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volkswagen - media center - weld water system 09.20.12.docx 
volkswagen - cwcl - nalco 360 report 06.17.2013.xls 

volkswagen - media center - weld water system 04.02.2014.docx 
volkswagen - media center - chilled water system 09.29.11.docx 
volkswagen water analysis log sheet for service engineer 10.05.12.docx 
volkswagen - wwet - nalco 360 report - 05.28.2012.xls 

volkswagen cwet - nalco 360 report - 01.28.2013.xls 

volkswagen - media center - weld water system 11.01.12.docx 
volkswagen - cwcl - nalco 360 report 01.14.2014.xls 

volkswagen - media center - 02.06.12.docx 

volkswagen water analysis log sheet for service engineer 10.22.13.docx 
volkswagen - wwel - nalco 360 report - 09.30.2013.xls 

volkswagen - wwet - nalco 360 report - 06.18.2012.xls 

volkswagen cwet - nalco 360 report - 10.22.2012.xls 

volkswagen - wwet - nalco 360 report - 08.20.2012.xls 

volkswagen - wwel - nalco 360 report - 09.10.2012.xls 

volkswagen water analysis log sheet for service engineer 12.03.13.docx 
volkswagen water analysis log sheet for service engineer 04.12.12.docx 
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volkswagen quote for weld water closed loop inhibitor - trac100.15 - 02.13.2015.docx 
volkswagen quote for coil flo cleaning - annual cost breakdown - 10.28.2014.docx 
volkswagen- ssoe-w.j. oneil cleaning, passivation, and treatment quote 06.07.10.pdf 
volkswagen water analysis log sheet for service engineer 02.04.2014.docx 

volkswagen - media center - chilled water system 05.29.2014.docx 

volkswagen quote for chilled water closed loop inhibitor - trac100.15 - nalcodirect 2015.pdf 
volkswagen quote for coil flo cleaning - daily cost breakdown - 08.08.2014.docx 
volkswagen - media center - chilled water system 04.23.2014.docx 

volkswagen water analysis log sheet for service engineer 01.03.13.docx 

volkswagen quote for closed loop inhibitors - trac100.15 and cngr 3485 - 11.29.2011.doc 
volkswagen water analysis log sheet for service engineer 08.06.2014.docx 

volkswagen quote for 3dt calibration solution 2015 - nalcodirect.pdf 

po06000092221 - nalco 3dt260.33 - 09.24.2015.pdf 

volkswagen quote for hot water closed loop inhibitor - nalco tracl101.15 - 06.24.2014.pdf 
volkswagen quote for coil flo cleaning - annual cost breakdown - 10.13.2014.docx 
volkswagen quote for nalco 8105 chemical injection pump - 05.21.2014.docx 
volkswagen quote for 3d trasar maintenance materials - 09.20.2013.pdf 
volkswagen __ chattanooga, tn 37416_coil-flo cf500 service 11.15.2013 sorS.xls 
volkwagen coil cleaning equipment and chemical package proposal 10-13-2014.docx 
volkswagen - media center - weld water closed loop 11.01.10.docx 

volkswagen quote for bulk tank piping and replacement 3d trasar junction box covers - 
10.31.2013.pdf 

volkswagen water analysis log sheet for service engineer 04-15-2015.docx 

wna, inc. scope of work for 2011-2012 east and west water treatment contract .pdf 
volkswagen water analysis log sheet for service engineer 07.02.2014.docx 

volkswagen water analysis log sheet for service engineer 02.14.13.docx 

wna east plant 3dtrasar cooling tower data 04.30.2014.xls 

volkswagen quote for metallurgy analytical analysis - 03.14.2013.pdf 

volkswagen water analysis log sheet for service engineer 08.13.2014.docx 

volkswagen quote for softener system rebuild kits - 05.19.2015.docx 

volkswagen quote for softener system rebuild kits - 11.29.2012 ver.2.pdf 

volkswagen quote for weld water closed loop inhibitor - trac100.15 - 07.18.2011.pdf 
volkswagen quote for 10 portable water analytical analysis - 05.06.2014.docx 
volkswagen quote for assembly coil flo cleaning - breakdown - 12.02.2013.pdf 
volkswagen water analysis log sheet for service engineer 05.30.13.docx 

volkswagen - notes for corrosion coupon rack quote - 04.15.2013.pdf 

volkswagen quote for closed loop biocide - nalco 77352na.15 - 11.11.2013.pdf 
volkswagen quote for chilled water closed loop inhibitor - trac100.15 - 08.09.2011.pdf 
volkswagen quote for weld water closed loop biocide - nalco 77352na.15 - 08.09.2011.doc 
po6000040767 - water hardness test kit - not ordered - incorrect amount.pdf 

wna, inc. scope of work for 2012-2013 east and west water treatment contract .pdf 
volkswagen quote for assembly coil flo cleaning - breakdown - 12.02.2013.docx 
p06000092239 - legionella testing and chemicals 09.28.2015.pdf 

wna inc., water treatment contract - scope of work 2011-2012.pdf 
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volkswagen - media center - chilled water system 05.14.2014.docx 

volkswagen water analysis log sheet for service engineer 06.25.2014.docx 

wna east plant 3dtrasar cooling tower data 05.29.2014.xls 

volkswagen water analysis log sheet for service engineer 03-18-2015.docx 

volkswagen quote for corrosion coupon rack (ver-2b) - 04.15.2013.pdf 

volkswagen group of america, i__ chattanooga, tn 37416_coil-flo cf500 service_872013_sor5.xls 
volkswagen water analysis log sheet for service engineer 06.21.12.docx 

volkswagen quote for nalco 3d trasar annual maintenance package - 10.27.2011.pdf 
volkswagen hvac performance service proposal updated 11-5-13 (3).pdf 

volkswagen water analysis log sheet for service engineer 05.02.13.docx 

volkswagen quote for corrosion coupon rack (ver-2a) - 04.15.2013.docx 

volkswagen quote for hot water closed loop inhibitor - nalco trac101.15 - 11.11.2013.docx 
volkswagen water analysis log sheet for service engineer 01.24.13.docx 

volkswagen water analysis log sheet for service engineer 11.01.12.docx 

volkswagen water analysis log sheet for service engineer 02-04-2015.docx 

wna, inc. scope of work for 2015-2016 east, central and west water treatment contract.pdf 
volkswagen quote for weld water closed loop inhibitor - trac100.15 - 07.18.2011.doc 
volkswagen quote for hot water closed loop inhibitor - nalco tracl101.15 - 06.24.2014.docx 
volkswagen quote for air supply house biocide - Imi chemical pump - 04.28.2014 - 
nalcodirect.pdf 

volkswagen quote for nalco onsite analytical testing equipment - 11.30.2012.pdf 
volkswagen water analysis log sheet for service engineer 01-07-2015.docx 

wna east plant - nalco 360 report - 12.10.2012.xls 

volkswagen quote for hot water closed loop inhibitor - nalco tracl101.15 - 08.09.2011.doc 
volkswagen - notes for for analytical analysis quote - 05.03.2013.pdf 

volkswagen water analysis log sheet for service engineer 10.29.13.docx 

vw r3.pptx 

volkswagen quote for metallurgy analytical analysis - 03.14.2013.docx 

volkswagen quote for weld water closed loop inhibitor - trac100.15 - 09.18.2013.docx 
po6000094750 - 3d trasar maintenance equipment - nov 2015.pdf 

volkswagen water analysis log sheet for service engineer 03.14.13.docx 

wna east plant - nalco 360 report - 12.17.2012.xls 

volkswagen water analysis log sheet for service engineer 08.30.13.docx 

volkswagen water analysis log sheet for service engineer 03.07.13.docx 

volkswagen quote for bulk tank piping and replacement 3d trasar junction box covers - 
10.31.2013.docx 

volkswagen water analysis log sheet for service engineer 03.26.12.docx 

volkswagen water analysis log sheet for service engineer 10.18.12.docx 

volkswagen quote for weld water closed loop inhibitor - trac100.15 - 08.17.2015.docx 
volkswagen water analysis log sheet for service engineer 04.26.12.docx 

volkswagen quote for coil flo cleaning - daily cost breakdown - 08.08.2014.pdf 
po6000093174 - bleach - 10.05.2015 .pdf 

volkswagen water analysis log sheet for service engineer 07.16.2014.docx 

volkswagen - media center - chilled water system 05.07.2014.docx 

po6000089834 - nalco 3dt260.33 - august 2015.pdf 

volkswagen water analysis log sheet for service engineer 07.09.2014.docx 
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volkswagen water analysis log sheet for service engineer 04.09.2014.docx 

volkswagen water analysis log sheet for service engineer 03-04-2015.docx 
volkswagen water analysis log sheet for service engineer 05.17.12.docx 

wna west plant 3dtrasar cooling tower data 05.29.2014.xls 

volkswagen quote for hot water closed loop inhibitor - tracl101.15 - 07.23.2015.pdf 
po6000090892 - cooling tower and closed loop and makeup analytical testing - 09.01.2015.pdf 
volkswagen quote for small closed loop inhibitor - trac100.11 - 08.01.2014.pdf 
volkswagen quote for 8105 coag. - Imi chemical pump - 05.21.2014 - nalcodirect.pdf 
wna, inc. scope of work for 2013-2014 east and west water treatment contract.pdf 
volkswagen quote for hardness test kit and replacement reagents 06.27.2013.pdf 
volkswagen water analysis log sheet for service engineer 01.10.13.docx 

volkswagen water analysis log sheet for service engineer 04.02.2014.docx 
volkswagen- ssoe-jake marshall cleaning, passivation, and treatment quote 06.07.10.docx 
volkswagen quote for hot water closed loop inhibitor and biocide - trac101.15 and h-550.15 - 
10.25.2012.pdf 

volkswagen quote for hardness test kit and replacement reagents 06.27.2013.doc 
volkswagen water analysis log sheet for service engineer 05.23.12.docx 

volkswagen quote for entire replacement softener system - 11.29.2012 ver.2.doc 
volkswagen quote for weld water closed loop inhibitor - trac100.15 - 09.07.2011.pdf 
volkswagen water analysis log sheet for service engineer 11.08.12.docx 

volkswagen water analysis log sheet for service engineer 05.14.2014.docx 
po6000031829 - spare parts - ncm copper corrosion probe for 3d trasar.pdf 
volkswagen water analysis log sheet for service engineer 07.09.13.docx 

volkswagen quote for chilled water closed loop inhibitor - trac100.15 - 06.19.2012.pdf 
volkswagen quote for cooling tower and closed loop biocides - 11.21.2014.docx 
volkswagen water analysis log sheet for service engineer 12.07.12.docx 

volkswagen water analysis log sheet for service engineer 01.08.2014.docx 

volkswagen water analysis log sheet for service engineer 12.13.12.docx 

wna west plant - nalco 360 report - 11.12.2012.xls 

volkswagen quote for cooling tower inhibitor - nalco 3dt260.33 - 08.12.2014.pdf 
volkswagen quote for body shop coil flo cleaning - breakdown - 11.12.2013.pdf 
volkswagen water analysis log sheet for service engineer 07.19.12.docx 

volkswagen quote for chilled water closed loop inhibitor - trac100.15 - 10.04.2011.pdf 
volkswagen - spreadsheet to calculate system volumes based upon inhibitor dosage.xls 
volkswagen water analysis log sheet for service engineer 11.26.2014.docx 

volkswagen - media center - chilled water system 04.30.2014.docx 

volkswagen - media center - action plan for closed loops 11.19.10.docx 

wna west plant 3dtrasar cooling tower data 08.05.13.xls 

volkswagen chattanooga, tn 37416 _coil-flo cf500 service_1152013_sor5.xls 
volkswagen quote for chilled water and hot water closed loop inhibitor - trac100.15 - 
07.18.2011.doc 

volkswagen water analysis log sheet for service engineer 04.12.12.docx 

wna, inc. scope of work for 2014-2015 east and west water treatment contract.pdf 

wna east plant - nalco 360 report - 12.04.2012.xls 

volkswagen - quote for weld water closed loop system survey 10.20.11.docx 
volkswagen quote for hot water closed loop inhibitor - nalco trac101.15 - 03.11.2013.docx 
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volkswagen quote for coil flo cleaning chemicals - 10.15.2015.docx 

nalco 2014 - 2015 wwt bid pricing sheet - wwt chemicals master pricing sheet - ver 2.xlsx 
jake marshall - vw warranty letter 05012010.pdf 

volkswagen quote for corrosion coupon rack (ver-2b) - 04.15.2013.docx 

volkswagen quote for weld water closed loop inhibitor - trac100.15 - 06.24.2014.pdf 
volkswagen water analysis log sheet for service engineer 04.23.2014.docx 

volkswagen quote for hot water closed loop inhibitor - nalco tracl101.15 - 08.09.2011.pdf 
volkswagen water analysis log sheet for service engineer 04.04.13.docx 

volkswagen quote for hardness test kit and additional spare parts 11.18.2012.pdf 
volkswagen group of america - media building 07-08-2015 - revision.pdf 

pricing matrix_bidders - comparing 2015 to 2016 pricing.pdf 

volkswagen quote for softener system rebuild kits - 05.19.2015.pdf 

po6000087790 - nalco 1338.33 - 07.02.2015.pdf 

wna east plant - nalco 360 report - 11.19.2012.xls 

volkswagen water analysis log sheet for service engineer 09.03.13.docx 

volkswagen water analysis log sheet for service engineer 08.03.12.docx 

volkswagen quote for ion exchange bottle service -softener back-up plan - 11.29.2012.pdf 
volkswagen quote for metallurgy analytical analysis - 05.01.2012.doc 

volkswagen quote for replacement softener and entire system rebuild kit - 11.29.2012.pdf 
volkswagen quote for water treatment inhibitor and biocides - 12.04..2012.pdf 
volkswagen quote for weld water closed loop inhibitor - trac100.15 - 02.13.2015.pdf 
volkswagen water analysis log sheet for service engineer 12-10-14.docx 

volkswagen quote for replacement softener and entire system rebuild kit - 11.29.2012.doc 
volkswagen quote for cooling tower nonoxidizing biocide - nalco 7330.15 - 07.31.2012.pdf 
volkswagen quote for cooling tower inhibitor - nalco 3dt260.33 - 08.12.2014.docx 
volkswagen quote for coil flo cleaning - daily cost breakdown - 09.04.2014.docx 
volkswagen quote for coil flo cleaning - annual cost breakdown - 10.28.2014.pdf 
volkwagen coil cleaning equipment and chemical package proposal 10-28-2014.pdf 

wna east plant - nalco 360 report - 11.26.2012.xls 

wna, inc. scope of work for 2014-2015 east and west water treatment contract - signed.pdf 
volkswagen quote for weld water closed loop inhibitor - trac100.15 - 09.18.2013.pdf 
volkswagen water analysis log sheet for service engineer 04-29-2015.docx 

volkswagen quote for weld water closed loop inhibitor - trac100.15 - 08.17.2015.pdf 
volkswagen water analysis log sheet for service engineer 03-25-2015.docx 

volkswagen water analysis log sheet for service engineer 12.03.13.docx 

fm sylvan - fire station chilled water closed loop cleaning and passivation letter.docx 
volkswagen water analysis log sheet for service engineer 07.12.12.docx 

volkswagen water analysis log sheet for service engineer 10.05.12.docx 

volkswagen quote for water treatment inhibitor and biocides - 12.04.2012.doc 
volkswagen water analysis log sheet for service engineer 02.21.13.docx 

volkswagen quote for 10 portable water analytical analysis - 05.06.2014.pdf 

volkswagen quote for hot water closed loop inhibitor and biocide - trac101.15 and h-550.15 - 
10.25.2012.doc 

volkswagen water analysis log sheet for service engineer 06.18.2014.docx 

volkswagen water analysis log sheet for service engineer 08.23.12.docx 

volkswagen quote for weld water closed loop inhibitor - tracl100.15 - 10.09.12.pdf 
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volkswagen water analysis log sheet for service engineer 01-21-2015.docx 
po6000031825 - spare parts - ncm mild steel corrosion probe for 3d trasar.pdf 
volkswagen water analysis log sheet for service engineer 11.26.13.docx 

volkswagen water analysis log sheet for service engineer 03.19.2014.docx 

volkswagen water analysis log sheet for service engineer 04-01-2015.docx 

volkswagen water analysis log sheet for service engineer 9.24.2013.docx 

volkswagen quote for nalco onsite analytical testing equipment - 11.30.2012.doc 
volkswagen water analysis log sheet for service engineer 03.28.13.docx 

volkswagen water analysis log sheet for service engineer 05.19.2014.docx 

volkswagen quote for weld water closed loop inhibitor - trac100.15 - 10.29.2014.pdf 
volkswagen water analysis log sheet for service engineer 07.26.12.docx 

volkswagen quote for small closed loop inhibitor - trac100.11 - 08.01.2014.docx 
volkswagen quote for nalco 8105 chemical injection pump - 05.21.2014.pdf 
volkswagen water analysis log sheet for service engineer 04.24.13.docx 

volkswagen quote for ion exchange bottle service -softener back-up plan - 11.29.2012.doc 
volkswagen - body shop wwel diagram headers with colored sample points .xlsx 
volkswagen quote for legionella analytical testing 09.24.2015.docx 

volkswagen - media center - weld water closed loop 08.23.10.docx 

volkswagen quote for small closed loop inhibitor - trac200.11 - 09.09.2014.pdf 
volkswagen quote for corrosion coupon rack (ver-2a) - 04.15.2013.pdf 

volkswagen quote for hot water closed loop inhibitor - trac101.15 - 07.23.2015.docx 
volkswagen water analysis log sheet for service engineer 12-17-14.docx 

volkswagen quote for cooling tower and closed loop biocides - 11.21.2014.pdf 
volkswagen water analysis log sheet for service engineer 06.04.2014.docx 

volkswagen quote for hot water closed loop inhibitor - nalco trac101.15 - 03.11.2013.pdf 
volkswagen water analysis log sheet for service engineer 08.13.13.docx 

volkswagen quote for metallurgy analytical analysis - 05.01.2012.pdf 

volkswagen water analysis log sheet for service engineer 07.30.2014.docx 

wna east plant - nalco 360 report - 11.12.2012.xls 

volkswagen- ssoe-jake marshall cleaning, passivation, and treatment quote 06.07.10.pdf 
volkswagen water analysis log sheet for service engineer 10.11.12.docx 

volkswagen water analysis log sheet for service engineer 05-27-2015.docx 

volkswagen water analysis log sheet for service engineer 02.28.13.docx 

volkswagen quote for weld water closed loop inhibitor - trac100.15 - 04.24.2013.pdf 
volkswagen - media center - quarterly microbio report 03.21.12.docx 

volkswagen quote for air supply house biocide - nalco 7330 chemical tanks with containment - 
04.28.2014 - nalcodirect.pdf 

volkswagen quote for weld water closed loop inhibitor - trac100.15 - 10.29.2014.docx 
volkswagen water analysis log sheet for service engineer 10.25.12.docx 

po6000066857 - tests for 2nd round of potable water samples - microbio only.pdf 

wna inc., chattanooga facility water treatment contract worksheet 2013-2014 for both plants.xlsx 
wna west plant - nalco 360 report - 11.26.2012.xls 

po6000031819 - spare parts - 316ss injection quill with check valve.pdf 

wna west plant - nalco 360 report - 12.10.2012.xls 

volkswagen spare parts list and price breakdown - august 8, 2013.pdf 

volkswagen water analysis log sheet for service engineer 07.05.12.docx 
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volkswagen quote for hot water closed loop oxygen scavenger and metal passivator - nalco 
enqr3485.15 - 10.13.2011.pdf 

volkswagen quote for closed loop inhibitors - trac100.15 and cngr 3485 - 11.29.2011 .pdf 
volkswagen water analysis log sheet for service engineer 09.20.12.docx 

pma worksheet american plastics (dec.1, 2003 to jan 31, 2005).xls 

volkswagen quote for chilled water closed loop inhibitor - trac101.15 and h-550.15 - 
06.19.2012.pdf 

volkswagen water analysis log sheet for service engineer 12.20.12.docx 

volkswagen water analysis log sheet for service engineer 04-22-2015.docx 

wna west plant 3dtrasar cooling tower data 04.30.2014.xls 

volkswagen water analysis log sheet for service engineer 02.07.13.docx 

volkswagen quote for 8105 coag. - Imi chemical pump with 4-20 - 05.21.2014 - nalcodirect.pdf 
volkswagen water analysis log sheet for service engineer 11.12.13.docx 

volkswagen water analysis log sheet for service engineer 04-08-2015.docx 

volkswagen water analysis log sheet for service engineer 01.17.13.docx 

volkswagen quote for body shop coil flo cleaning - breakdown - 11.12.2013.docx 
volkswagen water analysis log sheet for service engineer 08.30.12.docx 

volkswagen quote for hot water closed loop oxygen scavenger and metal passivator - nalco 
enqr3485.15 - 10.13.2011.doc 

volkswagen water analysis log sheet for service engineer 05.29.2014.docx 

volkswagen spare parts list and price breakdown - august 8, 2013.xlsx 

volkswagen water analysis log sheet for service engineer 09.26.12.docx 

volkswagen quote for chilled water closed loop inhibitor - trac100.15 - 08.09.2011.doc 
volkswagen - media center - weld water closed loop 01.12.11.docx 

volkwagen coil cleaning equipment and chemical package proposal 10-28-2014.docx 
volkswagen - media center - chilled water system 04.16.2014.docx 

volkswagen quote for hardness test kit and additional spare parts 11.18.2012.doc 
volkswagen water analysis log sheet for service engineer 03.21.13.docx 

volkswagen water analysis log sheet for service engineer 11.15.12.docx 

volkswagen quote for hot water closed loop inhibitor - nalco tracl101.15 - 08.08.2013 .pdf 
volkswagen quote for chilled water closed loop inhibitor - trac100.15 - 06.19.2012.doc 
volkswagen quote for weld water closed loop inhibitor - trac100.15 - 09.07.2011.doc 
volkswagen water analysis log sheet for service engineer 11.19.13.docx 

volkswagen water analysis log sheet for service engineer 01-14-2015.docx 

volkswagen revised quote for closed loop treatment package 2.08.2011.pdf 

wna west plant - nalco 360 report - 11.19.2012.xls 

volkswagen water analysis log sheet for service engineer 05-06-2015.docx 

volkswagen water analysis log sheet for service engineer 06.14.12.docx 

volkswagen quote for cooling tower and closed loop biocides - 05.13.2014.docx 
volkswagen quote for 5 gal pot feeder for fire-security building 02.19.2014.pdf 
volkswagen - media center - chilled water system 04.09.2014.docx 

po6000095560 - nalco 3dt260.33 - nov. 2015.pdf 

volkswagen water analysis log sheet for service engineer 07.23.2014.docx 

volkswagen water analysis log sheet for service engineer 05-13-2015.docx 

volkswagen water analysis log sheet for service engineer 01.31.13.docx 
volkswagen __ chattanooga, tn 37416 _coil-flo cf500 service 12.09.2013 sorS.xls 
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volkswagen water analysis log sheet for service engineer 01-28-2015.docx 

volkswagen - media center - chilled water system 04.02.2014.docx 

volkswagen quote for 6 portable water analytical analysis - microbio only - 06.18.2014.pdf 
wna east plant - nalco 360 report - 12.31.2012.xls 

volkswagen - media center - chilled water system 03.19.2014.docx 

po6000094967 - trac100.15 - nov 2015.pdf 

volkswagen water analysis log sheet for service engineer 03.28.12.docx 

volkswagen media building maintenance contractor bid letter 04.23.2010.pdf 
po6000093833 - coil cleaning chemistry - 10.15.2015.pdf 

volkswagen quote for softener system rebuild kits - 11.29.2012 ver.2.doc 

volkswagen water analysis log sheet for service engineer 06.11.2014.docx 

volkswagen water analysis log sheet for service engineer 05.31.12.docx 

volkswagen group of america 2014 pricing letter - january 2014.docx 

volkswagen - quote for weld water closed loop system survey - part 2 - 01.02.12.docx 
wna, inc. scope of work for 2010-2011 water treatment contract.pdf 

volkswagen quote for chilled water closed loop inhibitor - trac100.15 - 08.08.2013.docx 
wna inc. 1080256 chattanooga, tennessee 37421 softener filter resinmedia 
replacement_9132011_sor41.xls 

volkswagen water analysis log sheet for service engineer 03-11-2015.docx 

wna east plant - nalco 360 report - 12.24.2012.xls 

volkswagen water analysis log sheet for service engineer 06.06.12.docx 

volkwagen coil cleaning equipment and chemical package proposal 10-13-2014.pdf 
volkswagen revised quote for closed loop treatment package 2.08.2011.doc 

volkswagen water analysis log sheet for service engineer 10.17.2013.docx 

volkswagen water analysis log sheet for service engineer 10.22.13.docx 

volkswagen quote for hot water closed loop inhibitor - nalco trac101.15 - nalco direct 
05.26.2015.pdf 

volkswagen water analysis log sheet for service engineer 09.06.12.docx 

volkswagen quote for nalco 3d trasar annual maintenance package - 10.27.2011.doc 
volkswagen quote for cooling tower nonoxidizing biocide - nalco 7330.15 - 07.31.2011.doc 
fm sylvan - fire station chilled water closed loop cleaning and passivation letter.pdf 
volkswagen quote for air supply house biocide - nalco 7330.12 - 04.28.2014 - nalcodirect.pdf 
po6000045991 - wwt & ro specialized chemical service package - april 2013.pdf 
volkswagen water analysis log sheet for service engineer 04.11.13.docx 

volkswagen water analysis log sheet for service engineer 11.28.12.docx 

wna west plant - nalco 360 report - 12.04.2012.xls 

volkswagen quote for 6 portable water analytical analysis - microbio only - 06.18.2014.docx 
volkswagen group of america 2014 pricing letter - january 2014.pdf 

volkswagen water analysis log sheet for service engineer 05.23.13.docx 

volkswagen water analysis log sheet for service engineer 10.08.13.docx 

volkswagen water analysis log sheet for service engineer 06-03-2015.docx 

volkswagen - wwel - nalco 360 report - 06.10.2013.xls 

volkswagen - cwcl - nalco 360 report 02.17.2014.xls 

volkswagen - wwet - nalco 360 report 08.12.2013.xls 

volkswagen - wwel - nalco 360 report - 07.23.2012.xls 

volkswagen cwet - nalco 360 report - 12.17.2012.xls 
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enu - abednego enivro svcs Ilcchattanooga - volkswagen domestic water - nw081522 - 
00800115.pdf 

volkswagen cwct - nalco 360 report - 10.29.2012.xls 

volkswagen group of america - media building 03-04-2015.pdf 

volkswagen - wwel - nalco 360 report - 12.24.2012.xls 

volkswagen - cwcl - nalco 360 report 10.07.2013.xls 

volkswagen cwet - nalco 360 report - 08.19.2013.xls 

volkswagen group of america - chattanooga - weld water cooling tower - 09.23.2012.pdf 
volkswagen - cwcl - nalco 360 report 04.14.2014.xls 

volkswagen - cwcl - nalco 360 report 02.03.2014.xls 

volkswagen - wwet - nalco 360 report - 07.23.2012.xls 

volkswagen - wwet - nalco 360 report - 08.20.2012.xls 

volkswagen cwct - nalco 360 report - 01.14.2014.xls 

volkswagen - wwet - nalco 360 report 11.11.2013.xls 

volkswagen - wwel - nalco 360 report - 03.03.2014.xls 

volkswagen - training center.docx 

volkswagen cwct - nalco 360 report - 08.05.2013.xls 

volkswagen cwet - nalco 360 report - 10.21.2013.xls 

volkswagen group of america - chattanooga - hot water + weld water closed loop makeup - 
06.25.2012.pdf 

volkswagen cwct - nalco 360 report - 07.23.2012.xls 

volkswagen - cwcl - nalco 360 report 07.08.2013.xls 

volkswagen cwct - nalco 360 report - 11.04.2013.xls 

volkswagen - wwet - nalco 360 report 08.05.2013.xls 

volkswagen - wwel - nalco 360 report - 10.22.2012.xls 

volkswagen cwet - nalco 360 report - 07.08.2013.xls 

volkswagen - wwel - nalco 360 report - 11.26.2012.xls 

volkswagen - cwcl - nalco 360 report 04.07.2014.xls 

volkswagen - wwet - nalco 360 report 03.25.2013.xls 

volkswagen - wwet - nalco 360 report 12.16.2013.xls 

volkswagen group of america - chattanooga - weld water cooling tower - 06.25.2012.pdf 
volkswagen - weld water closed loop- body welder hip 1b12 june 2011-.pdf 
volkswagen group of america - media building 06-24-2015.pdf 

volkswagen - cwcl - nalco 360 report 11.25.2013.xls 

volkswagen - wwet - nalco 360 report - 09.17.2012.xls 

volkswagen - chilled water cooling tower - water analysis march 2012.pdf 

enu - volkswagen group of america - chattanooga - water leak test booth | Ip stage - nd029315 - 
01153062.pdf 

volkswagen - wwel - nalco 360 report - 12.30.2013.xls 

volkswagen - wwet - nalco 360 report - 06.11.2012.xls 

volkswagen cwet - nalco 360 report - 02.17.2014.xls 

volkswagen - wwet - nalco 360 report 01.21.2013.xls 

volkswagen group of americachattanooga - chilled water closed loop - 09.23.2012.pdf 
volkswagen group of america - chattanooga - chilled water closed loop - 06.25.2012.pdf 
volkswagen - wwet - nalco 360 report - 04.23.2012.xls 

volkswagen - training center 2.19.10.docx 
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volkswagen - wwel - nalco 360 report - 01.07.2013.xls 

volkswagen - wwet - nalco 360 report - 10.22.2012.xls 

volkswagen cwet - nalco 360 report - 11.19.2012.xls 

volkswagen cwet - nalco 360 report - 03.31.2014.xls 

volkswagen - cwcl - nalco 360 report 10.20.2014.xls 

volkswagen - cwcl - nalco 360 report 05.20.2013.xls 

volkswagen cwet - nalco 360 report 02.25.2013.xlsx 

enu - volkswagen group of america - chattanooga - location b14-5 - nw129615 - 01164563 .pdf 
volkswagen - wwel - nalco 360 report - 09.23.2013.xls 

volkswagen - wwel - nalco 360 report - 09.03.2013.xls 

volkswagen - wwet - nalco 360 report 10.21.2013.xls 

volkswagen - cwcl - nalco 360 report 12.30.2013.xls 

volkswagen - wwel - nalco 360 report - 01.14.2014.xls 

volkswagen - cwcl - nalco 360 report 10.28.2013.xls 

enu - volkswagen group of america - chattanooga - location a8-10-1 - nw129612 - 01164560.pdf 
volkswagen - wwet - nalco 360 report - 09.24.2012.xls 

volkswagen group of america - ro reject water - may 2012 .pdf 

volkswagen - wwel - nalco 360 report - 05.06.2013.xls 

volkswagen cwct - nalco 360 report - 05.20.2013.xls 

volkswagen cwct - nalco 360 report - 01.14.2013.xls 

volkswagen cwet - nalco 360 report - 12.02.2013.xls 

volkswagen cwct - nalco 360 report - 09.16.2013.xls 

volkswagen - wwel - nalco 360 report - 03.31.2014.xls 

volkswagen cwet - nalco 360 report - 08.26.2013.xls 

volkswagen cwct - nalco 360 report - 04.16.2012.xls 

volkswagen cwct - nalco 360 report - 05.07.2012.xls 

volkswagen - cwcl - nalco 360 report 07.29.2013.xls 

volkswagen group of america - chattanooga - industrial water - 09.23.2012.pdf 
volkswagen - wwel - nalco 360 report - 09.16.2013.xls 

volkswagen group of america - media building 08-12-2015.pdf 

volkswagen cwet - nalco 360 report - 03.18.2013.xls 

volkswagen cwet - nalco 360 report - 12.24.2012.xls 

enu - volkswagen group of america - chattanooga - location b13-5 - nw129609 - 01164526.pdf 
volkswagen - cwcl - nalco 360 report 11.11.2013.xls 

volkswagen group of america - media building 10-28-2015.pdf 

volkswagen group of america - chattanooga - weld water closed loop - 06.25.2012.pdf 
volkswagen group of america - media building 09-23-2015.pdf 

volkswagen - cwcl - nalco 360 report 03.11.2013.xls 

volkswagen cwet - nalco 360 report - 06.17.2013.xls 

volkswagen - wwel - nalco 360 report - 01.27.2014.xls 

volkswagen - wwet - nalco 360 report - 06.18.2012.xls 

volkswagen - wwet - nalco 360 report 10.07.2013.xls 

weld water closed loop - underbody gfo2 welder 2040r04 - water analysis - november 2010.pdf 
volkswagen - wwel - nalco 360 report - 05.20.2013.xls 

volkswagen cwct - nalco 360 report - 11.25.2013.xls 

volkswagen cwet - nalco 360 report - 03.25.2013.xls 
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volkswagen - cwcl - nalco 360 report 05.27.2013.xls 

volkswagen - wwet - nalco 360 report 05.20.2013.xls 

volkswagen - cwcl - nalco 360 report 06.10.2013.xls 

volkswagen cwet - nalco 360 report - 04.29.2013.xls 

volkswagen cwet - nalco 360 report - 12.31.2012.xls 

volkswagen - wwet - nalco 360 report 01.14.2013.xls 

volkswagen - wwel - nalco 360 report - 06.17.2013.xls 

volkswagen - cwcl - nalco 360 report 10.14.2013.xls 

volkswagen- hot water closed loop - particle analysis may 2011.pdf 

volkswagen - wwel - nalco 360 report - 10.28.2013.xls 

volkswagen - wwel - nalco 360 report - 07.08.2013.xls 

volkswagen - wwet - nalco 360 report - 07.02.2012.xls 

volkswagen cwet - nalco 360 report - 04.01.2013.xls 

weld water closed loop 3dt controller sample - microbiological analysis - november 2010.pdf 
volkswagen - weld water closed loop - particle and water analysis august 2011.pdf 
volkswagen - wwel - nalco 360 report - 02.03.2014.xls 

volkswagen - wwel - nalco 360 report - 01.14.2013.xls 

volkswagen - wwet - nalco 360 report 01.07.2013.xls 

volkswagen cwet - nalco 360 report - 04.09.2012.xls 

volkswagen - wwet - nalco 360 report - 05.21.2012.xls 

volkswagen - wwet - nalco 360 report 09.30.2013.xls 

volkswagen - wwet - nalco 360 report 04.01.2013.xls 

om0108-3d trasar 5500 1 & o manual ver. 8.0-compressed.pdf 

volkswagen - wwet - nalco 360 report 04.22.2013.xls 

volkswagen - wwet - nalco 360 report 03.11.2013.xls 

volkswagen - wwet - nalco 360 report 05.06.2013.xls 

volkswagen - cwcl - nalco 360 report 04.01.2013.xls 

volkswagen cwet - nalco 360 report - 09.10.2012.xls 

volkswagen group of america - hot water closed loop primary pumps deposit sample - may 
2012.pdf 

volkswagen - wwet - nalco 360 report 08.19.2013.xls 

volkswagen - wwel - nalco 360 report - 12.02.2013.xls 

volkswagen cwct - nalco 360 report - 08.13.2012.xls 

volkswagen cwct - nalco 360 report - 06.10.2013.xls 

volkswagen group of america chattanooga - microbio analysis for all cooling water system - 
march 2012 .pdf 

enu - volkswagen group of america - chattanooga - location a8-5 - nw129613 - 01164561.pdf 
volkswagen - cwcl - nalco 360 report 03.10.2014.xls 

volkswagen - wwel - nalco 360 report - 10.29.2012.xls 

hot water closed loop primary pump deposit analysis march 2011.pdf 

volkswagen cwet - nalco 360 report - 03.24.2014.xls 

enu - abednego enivro svcs Ilcchattanooga - ro cleaning tank lines - nw081523 - 00800441 .pdf 
volkswagen - cwcl - nalco 360 report 08.05.2013.xls 

volkswagen - cwcl - nalco 360 report 12.23.2013.xls 

volkswagen group of america - media building 02-25-2015.pdf 

volkswagen - wwel - nalco 360 report - 07.16.2012.xls 


272 
FP 46615307.1 : 
Case 1:22-cv-00050-TRM-SKL Document 225-6 Filed 04/23/23 Page 278 of 334 PagelD 


#: 4333 


volkswagen - wwet - nalco 360 report - 04.16.2012.xls 

enu - volkswagen group of america - chattanooga - location b4-5 - nw129608 - 01164525.pdf 
volkswagen cwet - nalco 360 report - 04.08.2013.xls 

volkswagen - wwel - nalco 360 report - 08.27.2012.xls 

volkswagen - wwel and hhw make-up water - water analysis march 2012.pdf 

volkswagen - wwel - nalco 360 report - 08.20.2012.xls 

volkswagen - wwel - nalco 360 report - 09.17.2012.xls 

volkswagen group of america - ro influent water @ cf101 - june 2012 .pdf 

volkswagen - wwet - nalco 360 report - 04.30.2012.xls 

volkswagen cwct - nalco 360 report - 07.09.2012.xls 

volkswagen - cwcl - nalco 360 report 01.14.2014.xls 

volkswagen - wwel - nalco 360 report - 09.24.2012.xls 

enu - volkswagen group of america - chattanooga - water leak test booth 1 hp stage - nd029316 - 
01153424 pdf 

product bulletin. schweitzer chemie st-dos h-390_ small chiller inhibitor and spec sheet.pdf 
volkswagen - body welder hip 1b12 - 103h501 june 2011.pdf 

volkswagen - wwel - nalco 360 report - 02.18.13.xls 

weld water closed loop 3dt controller - deposit analysis - november 2010.pdf 

volkswagen - wwel - nalco 360 report - 08.06.2012.xls 

volkswagen - wwel - nalco 360 report - 02.17.2014.xls 

volkswagen cwct - nalco 360 report - 04.23.2012.xls 

volkswagen - wwet - nalco 360 report - 07.30.2012.xls 

volkswagen cwct - nalco 360 report - 11.11.2013.xls 

volkswagen - wwet - nalco 360 report 07.08.2013.xls 

volkswagen - wwet - nalco 360 report 03.18.2013.xls 

volkswagen group of america - media building 03-25-2015.pdf 

volkswagen - wwel - nalco 360 report - 12.09.2013.xls 

volkswagen - cwcl - nalco 360 report 03.03.2014.xls 

volkswagen - cwcl - nalco 360 report 06.17.2013.xls 

enu - volkswagen group of america - chattanooga - water leak test booth | hp stage - nd029316 - 
01153424 attachment_1.pdf 

volkswagen - media building systems differential microbiological analysis - march 2012.pdf 
volkswagen - cwcl - nalco 360 report 02.11.2013.xlsx 

volkswagen group of america chattanooga - wwet - cwct - cwcl dma - 09.23.2012.pdf 
volkswagen group of america - media building 01-28-2015.pdf 

volkswagen group of america - media building 09-09-2015 .pdf 

fire station domestic water sample - microbiological analysis - october 2010.pdf 
volkswagen - wwel - nalco 360 report - 09.09.2013.xls 

volkswagen group of america - chattanooga - hot water closed loop - 06.25.2012.pdf 
volkswagen - wwel - nalco 360 report - 04.29.2013.xls 

enu - volkswagen group of americachattanooga - vw domestic water - nw121008 - 01095579.pdf 
volkswagen - wwet - nalco 360 report -11.19.xls 

volkswagen cwet - nalco 360 report - 11.26.2012.xls 

volkswagen cwct - nalco 360 report - 06.04.2012.xls 

volkswagen - wwel - nalco 360 report - 09.10.2012.xls 

volkswagen group of america chattanooga - industrial water - 06.25.2012.pdf 
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volkswagen - media center - weld water system 05.29.2014.docx 

volkswagen group of america - media building 02-19-2015.pdf 

volkswagen - wwet - nalco 360 report 06.10.2013.xls 

volkswagen group of america - chattanooga - chilled water cooling tower - 06.25.2012.pdf 
volkswagen - wwel - nalco 360 report - 08.19.2013.xls 

volkswagen cwct - nalco 360 report - 10.15.2012.xls 

volkswagen - cwcl - nalco 360 report 08.12.2013.xls 

volkswagen - wwel - nalco 360 report - 02.24.2014.xls 

enu - volkswagen group of america - chattanooga - location al 1-10 - nw129614 - 01164562.pdf 
volkswagen - wwel - nalco 360 report - 04.01.2013.xls 

volkswagen cwet - nalco 360 report - 10.20.2014.xls 

volkswagen - wwel - nalco 360 report - 05.27.2013.xls 

volkswagen cwct - nalco 360 report - 07.02.2012.xls 

weld water closed loop 3dt controller sample - water analysis including unfiltered - november 
2010.pdf 

volkswagen cwet - nalco 360 report - 01.28.2013.xls 

volkswagen cwet - nalco 360 report - 02.24.2014.xls 

volkswagen cwet - nalco 360 report 02.18.2013.xlsx 

volkswagen - wwel - nalco 360 report - 07.30.2012.xls 

volkswagen cwet - nalco 360 report - 10.22.2012.xls 

iwaki walchem chemical pump nalco part number 121_pj4006.88 brochure.pdf 
volkswagen - wwel - nalco 360 report - 03.18.2013.xls 

volkswagen - cwcl - nalco 360 report 04.22.2013.xls 

volkswagen cwet - nalco 360 report - 10.28.2013.xls 

volkswagen - cwcl - nalco 360 report 09.03.2013.xls 

volkswagen group of america chattanooga - wwcl - ww make-up tank dma - 09.23.2012.pdf 
volkswagen cwct - nalco 360 report - 09.23.2013.xls 

volkswagen group of america - media building 09-02-2015.pdf 

volkswagen cwct - nalco 360 report - 08.12.2013.xls 

volkswagen - wwel - nalco 360 report - 11.25.2013.xls 

volkswagen - wwel - nalco 360 report - 12.22.2014.xls 

volkswagen - cwcl - nalco 360 report 02.18.2013.xlsx 

volkswagen cwet - nalco 360 report - 09.04.2012.xls 

volkswagen group of america - media building 08-20-2015.pdf 

volkswagen group of america - media building 06-18-2015.pdf 

volkswagen - wwet - nalco 360 report 11.18.2013.xls 

volkswagen - wwet - nalco 360 report -12.24.xls 

volkswagen - chilled water closed loop - particle and water analysis january 2012.pdf 
volkswagen - wwet - nalco 360 report - 08.13.2012.xls 

volkswagen - cwcl - nalco 360 report 06.24.2013.xls 

volkswagen - wwel - nalco 360 report - 01.20.2014.xls 

volkswagen cwct - nalco 360 report - 11.12.2012.xls 

volkswagen cwct - nalco 360 report - 10.08.2012.xls 

volkswagen group of america chattanooga - wwcl cwcl wwet cwct dma - 06.25.2012.pdf 
volkswagen - cwcl - nalco 360 report 09.30.2013.xls 

volkswagen - weld water closed loop - january 2011.pdf 
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volkswagen cwct - nalco 360 report - 02.10.2014.xls 

volkswagen - wwet - nalco 360 report - 10.08.2012.xls 

volkswagen group of america - media building 04-15-2015.pdf 
volkswagen - cwcl - nalco 360 report 09.09.2013.xls 

volkswagen group of america - media building 10-14-2015.pdf 
volkswagen - wwel - nalco 360 report - 11.05.2012.xls 

volkswagen - wwel - nalco 360 report - 04.08.2013.xls 

enu - volkswagen group of americachattanooga - vw paint b-22 restroom - nw120683 - 
01093376.pdf 

volkswagen - cwcl - nalco 360 report 07.15.2013.xls 

volkswagen - wwet - nalco 360 report 03.04.2013.xls 

volkswagen cwet - nalco 360 report - 04.02.2012.xls 

volkswagen cwct - nalco 360 report - 12.10.2012.xls 

volkswagen - wwet - nalco 360 report 04.15.2013.xls 

volkswagen - wwet - nalco 360 report 02.11.13.xlsx 

volkswagen - wwel - nalco 360 report - 12.15.2014.xls 

volkswagen - wwet - nalco 360 report - 08.27.2012.xls 

volkswagen cwct - nalco 360 report - 12.04.2012.xls 

volkswagen - wwet - nalco 360 report - 04.09.2012.xls 

volkswagen cwet - nalco 360 report - 01.20.2014.xls 

enu - volkswagen group of americachattanooga - vw kitchen (main cafeteria) - nw120685 - 
01093378.pdf 

volkswagen cwet - nalco 360 report - 07.16.2012.xls 

volkswagen - wwet - nalco 360 report - 08.06.2012-in-5cg82658k7.xls 
volkswagen - wwel - nalco 360 report - 12.10.2012.xls 

volkswagen group of america - media building 04-08-2015.pdf 
volkswagen group of america - media building 02-04-2015.pdf 
volkswagen group of america - chattanooga - chilled water cooling tower - 09.23.2012.pdf 
volkswagen cwet - nalco 360 report - 09.24.2012.xls 

volkswagen - wwet - nalco 360 report -11.26.xls 

volkswagen - media center - weld water system 06.11.2014.docx 
volkswagen group of america - chattanooga - weld hot water closed loop makeup - 
09.23.2012.pdf 

volkswagen - wwel - nalco 360 report 02.11.13.xlsx 

volkswagen - cwcl - nalco 360 report 09.23.2013.xls 

volkswagen - hot water closed loop - water analysis march 2012.pdf 
volkswagen - wwet - nalco 360 report - 05.07.2012.xls 

volkswagen cwet - nalco 360 report - 08.20.2012.xls 

volkswagen cwct - nalco 360 report - 12.09.2013.xls 

volkswagen cwet - nalco 360 report - 07.29.2013.xls 

volkswagen - wwel - nalco 360 report - 10.08.2012.xls 

volkswagen - wwet - nalco 360 report 01.28.2013.xls 

volkswagen group of america - metallographic analysis - may 2012 .pdf 
volkswagen - wwet - nalco 360 report - 10.15.2012.xls 

volkswagen - cwcl - nalco 360 report 03.24.2014.xls 

volkswagen cwct - nalco 360 report - 07.30.2012.xls 
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volkswagen - wwel - nalco 360 report - 07.09.2012.xls 
volkswagen - wwet - nalco 360 report -12.04.xls 

volkswagen cwet - nalco 360 report - 05.13.2013.xls 
volkswagen - wwel - nalco 360 report - 12.04.2012.xls 
volkswagen cwct - nalco 360 report - 07.15.2013.xls 
volkswagen - cwcl - nalco 360 report 09.16.2013.xls 
volkswagen group of america - media building 07-22-2015.pdf 
volkswagen - wwet - nalco 360 report 06.17.2013.xls 
volkswagen - cwcl - nalco 360 report 02.25.2013.xlsx 
volkswagen group of america - chattanooga - weld water closed loop - 09.23.2012.pdf 
volkswagen - wwet - nalco 360 report 09.09.2013.xls 
volkswagen cwet - nalco 360 report - 01.06.2014.xls 
volkswagen cwet - nalco 360 report - 06.18.2012.xls 
volkswagen - wwel - nalco 360 report - 12.29.2014.xls 
volkswagen cwet - nalco 360 report - 12.23.2013.xls 
volkswagen - wwet - nalco 360 report 11.04.2013.xls 
volkswagen cwct - nalco 360 report - 08.06.2012.xls 
volkswagen - wwet - nalco 360 report 08.26.2013.xls 
volkswagen - cwcl - nalco 360 report 12.02.2013.xls 
volkswagen cwet - nalco 360 report - 05.28.2012.xls 
volkswagen cwct - nalco 360 report - 11.18.2013.xls 
volkswagen - cwcl - nalco 360 report 01.28.2013.xls 
volkswagen - wwel - nalco 360 report - 10.15.2012.xls 
volkswagen - wwel - nalco 360 report - 08.12.2013.xls 
volkswagen - wwel - nalco 360 report - 11.04.2013.xls 
volkswagen - wwel - nalco 360 report - 03.25.2013.xls 
volkswagen - cwcl - nalco 360 report 04.08.2013.xls 
volkswagen cwct - nalco 360 report - 04.30.2012.xls 
volkswagen cwet - nalco 360 report - 04.15.2013.xls 
volkswagen group of americachattanooga - hot water closed loop - 09.23.2012.pdf 
volkswagen group of america - media building 10-21-2015.pdf 
volkswagen - cwcl - nalco 360 report 04.15.2013.xls 
volkswagen - cwcl - nalco 360 report 03.17.2014.xls 
volkswagen cwet - nalco 360 report - 06.11.2012.xls 
volkswagen - wwet - nalco 360 report 12.09.2013.xls 
volkswagen cwet - nalco 360 report - 12.30.2013.xls 
volkswagen - wwel - nalco 360 report - 11.11.2013.xls 
volkswagen group of america - media building 07-15-2015.pdf 
volkswagen cwet - nalco 360 report - 09.03.2013.xls 
volkswagen - wwet - nalco 360 report - 09.10.2012.xls 
volkswagen - wwet - nalco 360 report 12.02.2013.xls 
volkswagen - cwcl - nalco 360 report 10.21.2013.xls 

weld water closed loop 3dt controller sample - water analysis - november 2010 ver2.pdf 
volkswagen - cwcl - nalco 360 report 03.18.2013.xls 
volkswagen - wwel - nalco 360 report - 08.26.2013.xls 
volkswagen - wwel - nalco 360 report - 01.06.2014.xls 
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volkswagen - wwet - nalco 360 report -12.10.xls 

volkswagen - wwet - nalco 360 report 06.24.2013.xls 

volkswagen - wwet - nalco 360 report - 10.29.2012.xls 

volkswagen - wwel - nalco 360 report - 02.10.2014.xls 

volkswagen - weld water cooling tower - water analysis march 2012.pdf 
volkswagen - wwel - nalco 360 report - 11.18.2013.xls 

volkswagen cwet - nalco 360 report - 12.29.2014.xls 

volkswagen - cwcl - nalco 360 report 08.26.2013.xls 

volkswagen cwct - nalco 360 report - 04.07.2014.xls 

volkswagen - cwcl - nalco 360 report 04.29.2013.xls 

volkswagen - wwel - nalco 360 report - 09.30.2013.xls 

volkswagen - wwel - nalco 360 report - 07.29.2013.xls 

volkswagen - wwel - nalco 360 report - 07.22.2013.xls 

volkswagen - wwel - nalco 360 report - 01.28.2013.xls 

volkswagen - wwel - nalco 360 report - 03.17.2014.xls 

volkswagen - wwel - nalco 360 report - 12.31.2012.xls 

volkswagen - cwcl - nalco 360 report 07.22.2013.xls 

volkswagen - chilled water closed loop - water analysis march 2012.pdf 
volkswagen - cwcl - nalco 360 report 01.20.2014.xls 

volkswagen - wwet - nalco 360 report 10.28.2013.xls 

volkswagen - wwet - nalco 360 report 05.27.2013.xls 

volkswagen cwet - nalco 360 report - 08.27.2012.xls 

volkswagen - wwet - nalco 360 report - 08.06.2012.xls 

volkswagen - wwet - nalco 360 report 02.25.13.xlsx 

volkswagen - cwcl - nalco 360 report 12.09.2013.xls 

volkswagen - wwet - nalco 360 report - 07.16.2012.xls 

volkswagen - wwet - nalco 360 report -11.05.xls 

volkswagen cwct - nalco 360 report - 12.16.2013.xls 

volkswagen - cwcl - nalco 360 report 08.19.2013.xls 

volkswagen - wwel - nalco 360 report - 07.15.2013.xls 

volkswagen group of america - media building 09-16-2015.pdf 
volkswagen - wwel - nalco 360 report - 12.23.2013.xls 

volkswagen - wwet - nalco 360 report 02.18.13.xlsx 

volkswagen group of america - media building 08-05-2015.pdf 
volkswagen cwet - nalco 360 report - 01.21.2013.xls 

volkswagen - weld water closed loop secondary - microbiological analysis - august 2011.pdf 
volkswagen - wwel - nalco 360 report - 11.19.2012.xls 

volkswagen cwet - nalco 360 report 02.11.2013.xlsx 

volkswagen - cwcl - nalco 360 report 11.04.2013.xls 

volkswagen - wwet - nalco 360 report 07.15.2013.xls 

enu - volkswagen group of america - chattanooga - location a8 10-2 - nw129610 - 01164558 .pdf 
enu - volkswagen group of america - chattanooga - location a13-10 - nw129617 - 01164565.pdf 
volkswagen - wwel - nalco 360 report - 03.24.2014.xls 

volkswagen group of america - media building 10-07-2015.pdf 
volkswagen cwet - nalco 360 report - 02.03.2014.xls 

enu - volkswagen group of america - chattanooga - location b1-10 - nw129611 - 01164559.pdf 
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volkswagen - weld water closed loop - particle and water analysis january 2012.pdf 
volkswagen cwet - nalco 360 report - 03.17.2014.xls 

volkswagen - wwel - nalco 360 report - 06.24.2013.xls 

volkswagen - weld water closed loop - microbiological analysis - august 2011.pdf 
volkswagen cwct - nalco 360 report - 06.24.2013.xls 

volkswagen - wwel - nalco 360 report - 03.10.2014.xls 

volkswagen - wwel - nalco 360 report - 08.05.2013.xls 

volkswagen cwet - nalco 360 report - 05.06.2013.xls 

volkswagen - cwcl - nalco 360 report 11.18.2013.xls 

volkswagen - wwet - nalco 360 report - 05.14.2012.xls 

volkswagen cwet - nalco 360 report - 10.14.2013.xls 

volkswagen group of america - media building 10-01-2015.pdf 
volkswagen - weld water closed loop - water analysis march 2012.pdf 
volkswagen - wwel - nalco 360 report - 04.15.2013.xls 

volkswagen - wwel - nalco 360 report - 08.13.2012.xls 

volkswagen - weld water closed loop - particle analysis may 2011.pdf 
volkswagen - wwel - nalco 360 report - 05.13.2013.xls 

volkswagen cwet - nalco 360 report - 01.27.2014.xls 

volkswagen - wwet - nalco 360 report - 09.04.2012.xls 

volkswagen - wwet - nalco 360 report - 04.02.2012.xls 

volkswagen - cwcl - nalco 360 report 02.24.2014.xls 

volkswagen cwct - nalco 360 report - 09.09.2013.xls 

volkswagen - wwel - nalco 360 report - 10.14.2013.xls 

volkswagen group of america - media building 02-11-2015.pdf 
volkswagen cwet - nalco 360 report - 03.03.2014.xls 

volkswagen - cwcl - nalco 360 report 03.25.2013.xls 

volkswagen cwet - nalco 360 report - 05.21.2012.xls 

volkswagen - cwcl - nalco 360 report 03.31.2014.xls 

volkswagen - wwel - nalco 360 report - 11.12.2012.xls 

volkswagen cwet - nalco 360 report - 12.22.2014.xls 

volkswagen cwet - nalco 360 report - 10.07.2013.xls 

volkswagen - wwet - nalco 360 report 04.29.2013.xls 

volkswagen group of america - media building 07-29-2015.pdf 
volkswagen group of america - media building 03-18-2015.pdf 

hot water closed loop system - water analysis with ti - may 2011.pdf 
volkswagen - wwel - nalco 360 report - 01.21.2013.xls 

volkswagen - wwel - nalco 360 report - 10.07.2013.xls 

volkswagen cwet - nalco 360 report - 04.22.2013.xls 

volkswagen - wwel - nalco 360 report - 10.21.2013.xls 

volkswagen - wwet - nalco 360 report - 05.28.2012.xls 

volkswagen cwet - nalco 360 report - 12.15.2014.xls 

enu - volkswagen group of america - chattanooga - water leak test booth 1 Ip stage - nd029315 - 
01153062 attachment_1.pdf 

volkswagen - wwet - nalco 360 report 10.14.2013.xls 

iwaki walchem chemical pump nalco part number 121_pj4011.88 brochure.pdf 
volkswagen - wwel - nalco 360 report 02.25.13.xlsx 
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volkswagen - cwcl - nalco 360 report 05.06.2013.xls 
volkswagen - wwet - nalco 360 report - 06.04.2012.xls 
volkswagen - media center - weld water system 05.19.2014.docx 
volkswagen - wwet - nalco 360 report 07.29.2013.xls 
volkswagen - wwet - nalco 360 report 09.16.2013.xls 
volkswagen cwet - nalco 360 report - 11.05.2012.xls 
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volkswagen - wwel - nalco 360 report - 12.16.2013.xls 
volkswagen - wwet - nalco 360 report 09.03.2013.xls 
volkswagen - cwcl - nalco 360 report 02.10.2014.xls 
volkswagen cwct - nalco 360 report - 03.11.2013.xls 
volkswagen - wwel - nalco 360 report - 03.11.2013.xls 
volkswagen - wwel - nalco 360 report - 12.17.2012.xls 
volkswagen cwct - nalco 360 report - 07.22.2013.xls 
volkswagen - cwcl - nalco 360 report 05.13.2013.xls 
volkswagen cwct - nalco 360 report - 05.14.2012.xls 
volkswagen - cwcl - nalco 360 report 01.27.2014.xls 
volkswagen - cwcl - nalco 360 report 12.16.2013.xls 
volkswagen - wwet - nalco 360 report 09.23.2013.xls 

enu - volkswagen group of america - chattanooga - location a6-10 - nw129616 - 01164564.pdf 
volkswagen cwct - nalco 360 report - 09.30.2013.xls 
volkswagen group of america - media building 04-01-2015.pdf 
volkswagen - cwcl - nalco 360 report 01.06.2014.xls 
volkswagen - wwet - nalco 360 report 07.22.2013.xls 
volkswagen cwct - nalco 360 report - 01.07.2013.xls 
volkswagen - industrial make-up water - water analysis march 2012.pdf 
volkswagen - wwet - nalco 360 report 11.25.2013.xls 
volkswagen - wwet - nalco 360 report 04.08.2013.xls 
volkswagen cwct - nalco 360 report - 09.17.2012.xls 
volkswagen cwet - nalco 360 report - 03.10.2014.xls 
volkswagen group of america - media building 03-11-2015.pdf 
volkswagen - chilled water closed loop - particle analysis may 2011 .pdf 
volkswagen - wwel - nalco 360 report - 09.04.2012.xls 
volkswagen - media center - chilled water system 03.28.12.docx 
volkswagen - media center - weld water system 11.24.11.docx 
volkswagen - media center - chilled water system 12.20.12.docx 
volkswagen - media center - chilled water system 04.24.13.docx 
volkswagen - media center - weld water system 12.07.12.docx 
volkswagen - media center - chilled water system 07.26.12.docx 
volkswagen - media center - weld water system 01.03.13.docx 
volkswagen - media center - weld water system 05.26.11.docx 
volkswagen - media center - chilled water system 07.05.12.docx 
volkswagen - media center - weld water system 09.20.12.docx 
volkswagen - media center - chilled water system 06.14.12.docx 
volkswagen - media center - weld water system 07.29.11.docx 
volkswagen - media center - chilled water system 11.24.11.docx 


279 
FP 46615307.1 p 
Case 1:22-cv-00050-TRM-SKL Document 225-6 Filed 04/23/23 Page 285 of 334 PagelD 
#: 4340 


volkswagen - media center - chilled water system 01.03.13.docx 
volkswagen media center flow meter schedule - p602.pdf 
volkswagen - media center - chilled water system 11.28.12.docx 
volkswagen - media center - chilled water system 05.23.12.docx 
volkswagen - media center - chilled water system 12.13.12.docx 
volkswagen - media center - weld water system 08.07.13.docx 
volkswagen - media center - weld water system 05.10.12.docx 
volkswagen - media center - chilled water system 01.27.12.docx 
volkswagen - media center - weld water system 03.28.12.docx 
volkswagen - media center - weld water system 11.28.12.docx 
volkswagen - weld water closed loop c&p report 03.12.10.docx 
volkswagen - media center - weld water system 02.07.13.docx 
volkswagen - media center - chilled water system 09.29.11.docx 
volkswagen - nalco action plan scorecard - 11.10.2011.pdf 
volkswagen - media center - weld water system 05.31.12.docx 
volkswagen - media center - weld water system 07.26.12.docx 
volkswagen - media center - weld water system 11.15.12.docx 
volkswagen - media center - chilled water system 02.16.12.docx 
volkswagen - media center - chilled water system 11.10.11.docx 
volkswagen - media center - chilled water system 11.08.12.docx 
volkswagen - media center - weld water system 04.11.13.docx 
volkswagen - media center - weld water system 01.28.11.docx 
volkswagen - media center - weld water system 04.23.2014.docx 
volkswagen - media center - weld water system 12.20.12.docx 
volkswagen - media center - chilled water system 12.07.12.docx 
volkswagen - media center - weld water system 11.10.11.docx 
volkswagen - media center - weld water system 04.04.13.docx 
volkswagen - media center - chilled water system 04.11.13.docx 
volkswagen - media center - weld water system tco saving report - 03.27.2014.docx 
volkswagen - media center 03.09.10.docx 

volkswagen - media center - chilled water system 05.17.12.docx 
volkswagen - media center - weld water system 08.19.11.docx 
volkswagen - media center - chilled water system 08.12.11.docx 
volkswagen - media center - chilled water system 01.10.13.docx 
volkswagen - hot water closed loop c&p report 04.26.10.docx 
volkswagen - media center - chilled water system 09.20.12.docx 
volkswagen - media center - weld water system 05.14.2014.docx 
volkswagen - media center - chilled water system 02.14.13.docx 
volkswagen - media center - weld water system 10.20.11.docx 
volkswagen - media center - chilled water system 10.11.12.docx 
volkswagen - nalco action plan scorecard - 09.09.2011.xls 
volkswagen - media center - chilled water system 08.23.12.docx 
volkswagen - media center - weld water system 03.19.2014.docx 
volkswagen - media center - weld water system 01.31.13.docx 
volkswagen - media center - weld water system 11.04.11.docx 
volkswagen - nalco action plan scorecard - 08.26.2011.pdf 
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volkswagen - media center - weld water system 03.14.13.docx 
volkswagen - media center - weld water system 09.15.11.docx 
volkswagen - media center - weld water system 10.11.12.docx 
volkswagen - media center 07.11.11.docx 

volkswagen - media center - chilled water system 10.14.11.docx 
volkswagen - media center - weld water system 12.13.12.docx 
volkswagen - media center - weld water system 06.06.12.docx 
volkswagen - media center - weld water system 02.24.11.docx 
volkswagen - media center - weld water system 09.29.11.docx 
volkswagen - media center - chilled water system 09.26.12.docx 
volkswagen - media center - weld water system 07.12.12.docx 
volkswagen - media center - chilled water system 07.29.11.docx 
volkswagen - nalco action plan scorecard - 09.02.2011.pdf 
volkswagen - media center - weld water system 08.10.12.docx 
volkswagen - media center - chilled water system 03.25.11.docx 
volkswagen - media center - chilled water system 09.15.11.docx 
volkswagen - media center - chilled water system 11.04.11.docx 
volkswagen - media center - weld water system 06.21.12.docx 
volkswagen - media center - chilled water system 08.30.12.docx 
volkswagen - media center - chilled water system 03.07.13.docx 
volkswagen - media center - chilled water system 08.05.11.docx 
volkswagen - weld water open loop c&p report 03.08.10.docx 
volkswagen - media center - chilled water system 01.24.13.docx 
volkswagen - media center - weld water system 08.30.12.docx 
volkswagen - media center - weld water system 11.01.12.docx 
volkswagen - media center - weld water system 08.03.12.docx 
volkswagen - media center - chilled water system 07.12.12.docx 
volkswagen - media center - 02.06.12.docx 

volkswagen - chilled water closed loop c&p report 03.29.10.docx 
volkswagen - media center - chilled water system 01.28.11.docx 
volkswagen - media center - chilled water system 05.10.12.docx 
volkswagen - media center - weld water system 02.28.13.docx 
volkswagen - media center - weld water system 03.28.13.docx 
volkswagen - media center - weld water system 08.12.11.docx 
volkswagen - media center - chilled water system 08.10.12.docx 
volkswagen - media center - weld water system 03.25.11.docx 
volkswagen - media center - chilled water system 11.15.12.docx 
volkswagen - media center - chilled water system 09.09.11.docx 
volkswagen media center weld water closed loop line diagram - p306.pdf 
volkswagen - media center - weld water system 10.27.11.docx 
volkswagen - media center - weld water system 09.09.11.docx 
volkswagen - media center - chilled water system 02.21.13.docx 
volkswagen - media center - chilled water system template.docx 
volkswagen - media center - weld water system 04.16.2014.docx 
volkswagen - media center - weld water system 06.30.11.docx 
volkswagen - media center - chilled water system 01.17.13.docx 
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volkswagen - media center - chilled water system 02.24.11.docx 
volkswagen - nalco action plan scorecard - 09.09.2011.pdf 
volkswagen - media center - weld water system 04.29.11.docx 
volkswagen - media center - chilled water system 08.19.11.docx 
volkswagen - media center 04.23.10.docx 

volkswagen - media center - chilled water system 06.21.12.docx 
volkswagen - media center - weld water system 05.23.12.docx 
volkswagen - media center - weld water system 02.29.12.docx 
volkswagen - media center - weld water system 02.16.12.docx 
volkswagen - media center - weld water system 09.26.12.docx 
volkswagen - media center - weld water system 07.05.12.docx 
volkswagen - media center - chilled water system 09.06.12.docx 
volkswagen - media center - chilled water system 03.14.13.docx 
volkswagen media center city water line diagram - p308.pdf 
volkswagen - media center - chilled water system 08.03.12.docx 
volkswagen - media center - chilled water system 08.16.12.docx 
volkswagen - media center - chilled water system 02.28.13.docx 
volkswagen - media center - weld water system 10.14.11.docx 
volkswagen - media center - weld water system 02.24.12.docx 
volkswagen - media center - weld water system 07.19.12.docx 
volkswagen media center weld water open loop line diagram - p305.pdf 
volkswagen - nalco action plan scorecard - 11.10.2011.xls 
volkswagen - media center - weld water system 01.17.13.docx 
volkswagen - media center - chilled water system 02.29.12.docx 
volkswagen - media center 01.04.11.docx 

volkswagen - media center - weld water system 02.03.12.docx 
volkswagen - media center - chilled water system 11.01.12.docx 
volkswagen - media center - weld water system 04.24.13.docx 
volkswagen - media center - weld water system 04.09.2014.docx 
volkswagen media center chemical treatment line diagram - p307.pdf 
volkswagen - media center - weld water system 03.07.13.docx 
volkswagen - media center - chilled water system 07.19.12.docx 
volkswagen - media center - chilled water system 10.27.11.docx 
volkswagen - media center - chilled water system 04.04.13.docx 
volkswagen - media center - chilled water system 02.03.12.docx 
volkswagen - media center - chilled water system 01.31.13.docx 
volkswagen - media center - weld water system 10.25.12.docx 
volkswagen media center chilled water closed loop line diagram - p304.pdf 
volkswagen - nalco action plan scorecard - 08.26.2011.xls 
volkswagen - media center - weld water system 08.26.11.docx 
volkswagen - media center - chilled water system 03.21.13.docx 
volkswagen - media center - weld water system 08.31.11.docx 
volkswagen - media center - weld water system 11.08.12.docx 
volkswagen - media center - chilled water system 02.07.13.docx 
volkswagen - media center - weld water system 05.17.12.docx 
volkswagen - media center - chilled water system 10.18.12.docx 
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volkswagen - media center - chilled water system 08.31.11.docx 
volkswagen - media center - weld water system 09.06.12.docx 
volkswagen - media center - chilled water system 04.26.12.docx 
volkswagen - media center - chilled water system 06.06.12.docx 
volkswagen - media center - weld water system 01.10.13.docx 
volkswagen median center chilled water cooling tower line diagram - p303.pdf 
volkswagen - media center - chilled water system 10.25.12.docx 
volkswagen - media center - weld water system 01.24.13.docx 
volkswagen - media center - weld water system 02.14.13.docx 
volkswagen - media center - weld water system 05.07.2014.docx 
volkswagen - media center - chilled water system 08.26.11.docx 
volkswagen - media center - weld water system 10.18.12.docx 
volkswagen media center hot water closed loop line diagram - p301.pdf 
volkswagen - media center - weld water system 10.05.12.docx 
volkswagen - media center - chilled water system 04.29.11.docx 
volkswagen - media center - weld water system 04.02.2014.docx 
volkswagen - media center - chilled water system 06.30.11.docx 
volkswagen - media center - weld water system 06.14.12.docx 
volkswagen - media center - weld water system 08.05.11.docx 
volkswagen - media center - chilled water system 10.05.12.docx 
volkswagen - media center - chilled water system 03.28.13.docx 
volkswagen - media center - weld water system 03.21.13.docx 
volkswagen service plan 2016.xlsx 

volkswagen - media center - chilled water system 05.26.11.docx 
volkswagen - media center - chilled water system 05.31.12.docx 
volkswagen - media center - weld water system 08.16.12.docx 
volkswagen - media center - chilled water system 08.07.13.docx 
volkswagen - media center - weld water system template.docx 
volkswagen - media center - weld water system 04.30.2014.docx 
volkswagen - media center - weld water system 04.26.12.docx 
volkswagen - media center - weld water system 02.21.13.docx 
volkswagen - nalco action plan scorecard - 09.02.2011.xls 
volkswagen - condenser water open loop c&p report 03.17.10.docx 
volkswagen - media center - chilled water system 10.20.11.docx 
volkswagen - media center - chilled water system 02.24.12.docx 
volkswagen - media center - weld water system 08.23.12.docx 
11.2011 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen wwel 3dt data 06.06.13.xls 

volkswagen chilled water cl 3dt data 01.03.13.xls 

volkswagen wwel 3dt data 09.20.12.xls 

volkswagenmedia center - volkswagen.mdb 

volkswagen weld water ct 3dt data 01.28.11.xls 

11.2014 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen chilled water cl 3dt data 05.25.10.xls 

volkswagen condenser water ct 3dt data 05.26.11.xls 

volkswagen chilled water cl 3dt data 04.30.14.xls 
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05.2015 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen wwel 3dt data 01.12.11.xls 

04.2011 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
11.2013 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen chilled water cl 3dt data 08.30.13.xls 

linc facility service - volkswagen academy-conference contractor bid letter 05.17.2010.docx 
10.2011 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xls 
06.2014 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen wwel 3dt data 07.29.11.xls 

volkswagen condenser water ct 3dt data 10.21.10.xls 

12.2012 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
10.2014 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen wwel 3dt data 05.02.13.xls 

volkswagen condenser water ct 3dt data 05.25.10.xls 

volkswagen wwel 3dt data 07.03.13.xls 

volkswagen condenser water ct 3dt data 01.03.13.xls 

volkswagen wwel 3dt data 06.30.11.xls 

volkswagen wwel 3dt data 08.03.12.xls 

w.j. o'neil company - volkswagen academy-conference contractor bid letter 05.17.2010.pdf 
volkswagen condenser water ct 3dt data 09.02.11.xls 

volkswagen wwel 3dt data 01.03.13.xls 

jake marshallmedia center - volkswagen.mdb 

volkswagen chilled water cl 3dt data 04.23.10.xls 

volkswagen wwel 3dt data 03.31.11.xls 

volkswagen condenser water ct 3dt data 08.30.13.xls 

volkswagen condenser water ct 3dt data 10.08.13.xls 

volkswagen chilled water cl 3dt data 08.03.12.xls 

volkswagen chilled water cl 3dt data 06.01.12.xls 

volkswagen wwel 3dt data 03.04.11.xls 

volkswagen chilled water cl 3dt data 06.06.13.xls 

volkswagen chilled water cl 3dt data 10.08.13.xls 

volkswagen chilled water cl 3dt data 11.07.12.xls 

03.2013 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
12.2011 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen weld water ct 3dt data 04.29.11.xls 

volkswagen chilled water cl 3dt data 04.13.11.xls 

volkswagen & nalco meeting minutes from 2016 water treatment bid with terms and conditions - 
signed.pdf 

volkswagen weld water ct 3dt data 10.27.11.xls 

volkswagen condenser water ct 3dt data 02.09.11.xls 

01.2013 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
09.2013 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen wwel 3dt data 04.30.14.xls 

maclellan - volkswagen media building maintenance contractor bid letter 04.23.2010.docx 
volkswagen condenser water ct 3dt data 08.09.10.xls 

volkswagen chilled water cl 3dt data 10.04.12.xls 
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volkswagen wwel 3dt data 09.20.10.xls 

10.2013 monthly cooling towerclosed_loop_water_treatment_upload_for_era.xls 
06.2011 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen condenser water ct 3dt data 09.20.10.xls 

pricing matrix_bidders - comparing 2015 to 2016 pricing.xlsx 

volkswagen chilled water cl 3dt data 04.30.12.xls 

volkswagen weld water ct 3dt data 11.30.11.xls 

volkswagen wwel 3dt data 02.26.14.xls 

volkswagen group of america water treatment - nalco proposal 10.30.2015.docx 
04.2012 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen chilled water cl 3dt data 02.26.14.xls 

volkswagen weld water ct 3dt data 09.02.11.xls 

volkswagen condenser water ct 3dt data 04.13.11.xls 

volkswagen chilled water cl 3dt data 01.07.14.xls 

07.2012 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
09.2012 monthly_cooling towerclosed_loop_water_treatment_upload_for_era.xls 
volkswagen wwel 3dt data 07.31.13.xls 

volkswagen wwel 3dt data 08.30.13.xls 

volkswagen chilled water cl 3dt data 06.30.11.xls 

volkswagen condenser water ct 3dt data 10.04.12.xls 
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